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(PART I 


STATEMENT 


HARYANA STATE 


GENERAL BALANCE SHEET 


Liabilities 


PARTICULARS 


Amount 


Corres ponding 
figures of the 
previous year 


Rs. 


CAPITAL LIABILITIES 


74,14.29,467 


90,29,66,939 


1. Loans . Bonds, Stocks outstanding and other capital raised and appropriated 

(Subsidiary Statement No. IV ) 
RESERVE AND SURPLUS 


1,03,04,353 2. General Reserve (Subsidiary Statement V ) 


1,33,04,353 


58,96,315 


3. Loan Redemption Fund 


98,14,362 


12,66,081 


4. (a ) Employecs General Provident Fund 


16,64,376 


(b ) Employees Contributory Provident Find 


13,137 


62,47,167 


5. Depreciation Reserve Fund , Rajasthan 


77,03,951 


CURRENT LIABILITIES AND PROVISIONS 


6. Overdraft from Banks against Cash Credit Limits 


3,22,07,087 


5,27,52,722 7. Consumers Security and Other Deposits 


5,52,83,550 


1,57,08,641 


8. Other current liabilities and Provisions 


1,67,96,780 
7,83,63,284 


6,42,97,997 


8,69,49,608 9. Accounts Payable 
4,45,72 , 747 10. Other Current and Accrued Liabilities 
(---) 5,429 11. Railway and other freight payable 

12. Profit upto 1967-68 


Nil 


10,14,284 


Profit during the year. 


5,97,581 


16,11,865 


96,51,21,672 


Total Co. 


1,18,40,27,681 
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NO.I 


ELECTRICITY BOARD 
AS ON 31ST MARCH , 1969 


Assets 


PARTICULARS 


Corresponding 
figures of the 
previous year 


Amount 

Rs. 


FIXED ASSETS 


71,5 ), 9 ), 215 


1,65,61,157 
73,25,51,374 


( 1) Cutalansjnt ex.nl Jonassuts in 1 : ( nnk ie A ) 
(b ) Capitalis Interest charges 

Total fixed assets 


85,80,92,536 
1,65,61,199 
87,46,33,695 


(i) Less share of Rajasthan 


upto 1967-68 


for 68-69 


3,86,71,287 


Left Bank 


3,86,71,287 


( - )14,192 


1,53,61,422 


1,53,61,422 


6,41,238 


Right Bank 


5,40.32,709 


5,40,32,709 


6,27,046 


5,46,59,735 


67,85.18,665 


Net Capital expended 


81,99,93,940 


7.91,56,292 


( ii ) L :: $ acum lated provision of Dxpreciation 

(Srbiidiary Statement No. VIII) 


9,48,01,246 


59,96,62,373 


Net Block 


72,51,92,694 


CURRENT ASSETS 


14,59,12,219 


2. Capital works in progress 


19,51,50,100 


6,43,29,745 


3. (a ) Capital styres for sp.cific projects 


8,82,71,841 


(b ) Other oporating stores 
4. Loans and Advances 


15,38,548 


23,69,088 


1,18,69,978 


5. Sundry Dabtory for Elecy , Supplied 


77,04,483 


1,60,80,015 


6. Miscellandous Advances 


1,78,21,252 


3,45,43,227 


7. Other Debtors 


5,11,37,861 


3,44,57,487 


7. (a ) Accounts receivable 


5,81,72,466 


3,09,90,138 


8. Investment of the Board 


2,98,72,926 


9. Balance at Bank /Treasury 


35,70,000 


(a ) Deposit Account. 


35,70,000 


( - ) 17,72,995 


(b ) Current Account and Call Account 


23,52,267 
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PARTICULARS 


Amount 1 


Corresponding 
figures of the 
previous year 


Rs 


96,51,21,672 


Total B.F. 


1,18,40,27,681 


96,31,21,672 


GRAND TOTAL 


1,18,40,27,681 


I have examined the Annual Statements of Accounts including the Profit and Loss Account and Balancc Sheet of the 
Haryana State Electricity Board for the period from the 1st April, 1968 to 31st Masch , 1969. I have obtained all the information 
and explanation that I have required and subject to the observations and comments attached I certify as a result of my audit that 
in my opinion , thescaccounts and Balance Sheet are properly drawn up so as to exhibit a true and fair view of the state of affairs of the 
Haryana State Electricity Board , to the best of my information and explanation given to me. 

( Sd .) A.C.BOSE , 
accountant.General , 

Haryana, Simla . 


(Sd.) Jia Lal Jain , 

Chief Accounts Officer, 
Haryana State Electricity Board , 
Chandigarh . 


(Sd.) S.R. Subrahmanyan . 

Accounts and Finance Member, 
Haryana State Elecy . Board , s 
Chandigarh . 
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Amount 


Corresponding 
fig ires of the 
previous year 


PARTICULARS 


RS 


44,08,920 10. Cash in Hand 


9,91,185 


22.971 il . Difurred R :venuc Expenditure 


13,01,998 


12. Interest outstanding on 


19,972 


(i) Bank Balance and Investments 


88,269 


3,353 


( ii ) Loans to licuasees 


3,358 


(iii ) O.P. Fund Diposits 


27,892 


1,19,519 


1,26,67,434 13. Not Rscinue of Appropriation Account 


D :ficit up to 1967-68 


97,82,655 Less Surplus during the year 


17,44,912 Loss R :vovery of Interest charges from Rajasthan 


21,54,151 Less laterest charges recoverable from Rajasthan 


96,51,21,672 


Grand Total 


1,18,40,27,681 


(S.1 .) M.L. Khanna, 

Tic inical Member , 
Hiry.ina State Elecy . Board , 
Chandigarh . 


(Sd). P. N. Sihni. 

Chaiman , 
Haryana State Elccy. Board , 
Chandigarh . 


934 


HARYANA GOVT GZ , NOV . 10, 1970 (KRTK , 19 , 1892 SAKA ) 


( PART 


INNESURE A 


DETAIL OF CAPITAL EXPENDITURE AS ON 31-3-1964 


Serial 
No. 


Name of Scheme 


Balance at the 
beginning ( f the 

year 1968-69 


Expenditure 
during the year 


Total at the 
end of the year 


FIXED ASSETS 


Bhakra -Naogal Project 


1. A - Main Project Left Bank 


26,09,67,012 
• 2,10,63,673 


2,90,725 


28,14,20,410 


Bhakra -Nang) Project 


A-- MainPct Right Birdk 


12,36.33.293 

* 27,2325 


2,82,00,849 


15,45,60,469 


3. 


Bhakrá -Ningal Play": 


21,02,31,767 


10,27,24,824 


31,62,62,518 


B - Sub - Projet 


* 33,05,927 


Diesei sets in Haryo 


24,98,666 
( - )88,138 


24,60,558 


$ . Themal set at Faridabad 


2 , 3,79,23 
• 19,72,403 


7,16,797 


2,60,68,473 


6. Thermal sot at Delhi 


0,94,84,336 
( - ) * 23,39,324 


96,65,802 


7,68,10,814 


7. Works pot covered under any project 


5,03,294 


5,03,294 


for: 


68,92,94,349 
2,66,95,866 


* Expenditure 1-4-67 to 2-5-67 f P.S.E.B. 


(riul Oxed 2.ph 


71,57,20,215 


14,21,02,321 


35,80,92,536 


Works in Progresi 


$ Beas Dan and Pung 


13,81,84,028 


4,92,37,881 


19,51,50,100 


• Expenditure 1-4-67 10 2-1-67 of P.S.E.B 


* 77,28,191 


Total 


14,52,12,219 


4.42,37,881 


19,51,50,100 


82,74,78,377 


* 3,44,24,057 


GRAND TOTAL 


$ 6,19,02, 434 


19,13,40,202 


1,05,32,42,636 


( Sd .) JIA LAL JAIN , 

Chief Accounts Officer, 
Haryana State Elecy . Board , 
Chandigarh . 


(Sd.) S.R. SUBRAHMANYAN , 

ACC Junts and ; Fini.nce M mber, 
Huyan State Elccy . Board , 

Chandigarh . 
(SI) . P.N , SAHNI, 

Chaimin , 
Hiry na State Elecy . Bourd , 
Chandigarh 


Sd.) M.L. KHANNA , 

Technical Memb , 
Haryana State Elecy .Bart. 
Chandigarh 
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HARYANA STATE ELECTRICITY BOARD 

Notes to the Balance Sheet as on 311 Varel , 1969 
(i) The share of the HSEB in the AS31. and Liabilitu it te , 1.417:Sinite Punjah Board as on 31st March , 
1967 has been taken in the ratio as tentatively fixed by the Government of India.--v.de Ministry of I and P Order 
No. EL/ 11-3 (17)66/1 dated the 30th April, 1967. The tentative share of the HSEB in the Assets and Liabilities 
for the period from 1st April, 1967 to 2nd May, 1967 could not, however , be incorporated as these accounts have not 
yet been finalised by the Punjab State Electricity Board . The tentative share of the HSEB of the capital expendi 
ture relating to the above period has, however, been incorporated in the accounts and shown as an addition to the 
opening balance in the statement of fixed assets. This is , however subject to such adjustments as might become 
necessary on the finalisation of the accounts for the above period by the Punjab State Electricity Board and their 
audit by the A.G., Punjab . 

( ii) The tentative share of the HSEB in the receipts as well as expenditure ot the Bhakra Management Board 
relating to the months of May and June . 1967 , for which the accounts were maintained by the PSEB could not be 
incorporated in the accounts pending their verification by the Bhakrs Management Board ; 

( iii) Pending investigation and classification under the proper Heads of Accounts a sum of Rs. 14,07,652 
booked by the Divisioral Offices under the Sub -Head " Sale or gencial assets " has been included under the head 
" Consumer s Securities and other deposits " in the Balance Sheet. 

: ( iv ) Pending receipts of adjustments by the A.G.C.R. New Delhi and the Accountint-General, Haryana , a 
sum of Rs. 3,25,707 relating to the Dollar Lon for I.P. Station Extension Project has been classified under the head 
Miscellaneous Deposits. On receipt of the adjustments by the A.G.C.R.Accountant General, Haryana , the 
amount will be adjusted as loan . 

(v ) Pending investigation of the condition of Steam and Diesel Power Plants with the Haryana State 
Electricity Board and pending their declaration as obsolete /unserviceable by the competent authority , the amount of 
Rs. 13,21,286 booked under this head has been included in the statement of fixed assets. 

( vi) Pending thefinal allocation of assets and liabilities of the Composite Punjab Board between the 
emerging units and pending the adjustment of the net surplus which accrued to the Punjab State Electricity Board 
up to the 2nd Miy , 1967 , against the capitalised interest charges during the construction period of the Bhakra Nangal 
Project the amount of Rs. 1,65,61.159 on account of Haryana State Electricity Board s tentative share thereof 
has been shown in the Balance Sheet as a distinct item . 

(vii) As the Punjab State Electricity Board has not as yet iinally intunated the figures of closing balances 
under the heads Stores, Loans and Advances, Sundry debtors, for Electricity Supplied , Miscellaneous Advances 
Other debtors, Accounts receivable . Loans to Licenseur. Employees General/ Contributory Provident Fund , 
Consumer s Security , and Other Deposits, Other current abilitics and provisions Accounts payable and other 
currentand accrued liabilities as on the 2nd May , 1967 , the opening balances as on 2nd May, 1967, were taken on the 
basis of tentative percentages fixed by the Government of India pending their exact allocation between the emerging 
units. The re -conciliation of Divisional Accounts with the Supporting Suspense Schedules under these heads was 
in arrears in the Composite Punjab Board and final opening balances as on 2nd May, 1967 have not as yet been re 
conciled and th : re-conciled figures hirve not as yet been made available by the Punjab State Electricity Board . The 
figures as appearing in the consolidated abstracts prepared from the Monthly Accounts received from the Divisional 
Offices have, therefore, been adopted in the Balance Shuci pending their tewnciliation with the Supporting Suspense 
Schedules in the divisional offices . 

( viii) As a result of amendment to Electricity (Supply ) Act, 1948 , the Punjab State Electricity Board was 
required to provide depreciation on the Straight Line Method of Depreciation with effect from 1st April, 1966 . 
For this purpose, 90 per cent of the original cost of the fixed assets, after taking into account the sums already set 
aside in the books of the Composite Punjab Board was required to be written off during the remaining period of life 
in respect of such assets . This, however, could not be done as the dates from which the various fixed assets were 
actually put in use, were not available with the Composite Punjab Board nor were there any records to show the origi 
nal cost of the individual assets as well as depreciation accumulated therco :). The Punjab State Electricity Board , 
therefore , provided depreciation on the various assets treating them as dew from the year 1964-65 without deducting 
therefrom the total depreciation which had accummulated up to the end of the year 1963-64 . This method was 
adopted in the accounts from 1964-65 onwards in deference to the wishes of the World Bank although the amend 
ment prescribing ine Straight line Mead of Depreciation cane in force from the accounting year 1966-67 only . 
Itending the determination of residual life of the various assets , the Haryana State Electricity Board had also followed 
he sameprocedure. If necessary , the adjustment will be made in the accounts after residual life of the various fixed 
issets liave been determined . 

(ix ) Pending the framing of rules for the distribution of establishment and other over- head expenses bet. 
cen capital and revenue, the procedure which was being adopied in the Composite Purjib Beard had been follow . 
ed for the preparation of the above accounts . 

(x ) The market value of investments in Government Securities , inherited tentatives from the Composite 
Punjab Board was 17,89,542 on 31st March , 1969 as against the bo value of Rs. 17,99,388 . 

(xi) In certain cases reconciliation of Board Seth with the Financial books is in arrears. Ne cessary 
adjustments will bemade in the next year s acccounts will re the ice cillution of Board Sliecis has been made. 

(xi) No provision for bad and doubtful debis has hes made in the accounts in the absence of their dato 
from the field offices . 

(xiii ) Keeping in view the practice adopted in the Composite Punjab Board , ihe pension ( including death 
cum -retirement gratuity) is accounted for as and when it is paid . No provision is forever, made for pensionary 
charges on the basis of accrued calculations. 
(xiv ) Ceiling Reserve Stock Limit could not be fixed in & Divisivan 

d ) JI - LAL JAIN , 
Chief Accounts Officer , 
Haryana State Elecy . Board , 

Chardigarh 
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STATEMENT 


CONSOLIDATED REVENUE ACCOUNT 


Espenores 


Corresponding 
figures of the 
previous year 


PARTICULARS 


Amount 


R 


79,99,059 


30,12,325 


28,08,437 


$ 2,43,046 


95,76,968 


71,73,446 A. Hydraulic Pow :r Gingration, Gencrating maintenance and Minagement expenses 
42,81,436 B. Thormil Dissel Pow :r Goration , Ginsration, Maintenance , management expenses 

211 C. Power purchased 
31,73,225 D. Transmission (Extra Hig ! Voltag :) Optration Maintenance and management expenses 
62,65,201 E Distribution (High Voltag :) Oziration ,Maintenance and management expenses 
1.30,84,461 F. Distribution (Medium and Low Voltage ) Operation ,Maintenance and management 

expenses 
2,93,924 G. Public lighting maintenance and management expenses 
43,72,472 H. Consum :rs servicing reading , billing , collection , accounting sale, promotion and manage 

mont expenses 
1. Evin liturs on muo : facture of electrical apparatus etc. 


2,16.94,839 


4,18,875 


70,93,341 


8,350 


1. Wiring and sales 


6,061 1. Shortage of stock written off 


2,13,491 


Discount.com.nission and brokage written oft 


15,163 Losses of assets written off 


22,565 


6,620 Losses of Vehicles 


2,160 


5,69,226 Daduct share of Rajasthan 


9,80,93,456 

15,97,286 


3,78,26,917 K Not surplus carried over to act Revenue and Appropriation account 


5,54,60,374 


7.59,32,911 


Grand Total 


11,19,56,544 


(Sd. ) JIA LAL JAIN , 

Chicf Accounts Officer , 
Haryana State Elecy. Board , 
Chan ligarh . 


( Sd ). S.R. SUBRAHMANYAN , 

Accounts and Finance Mimber , 
Haryana State El.ctricity Board , 

Chandigarh 


--- 
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II 


FOR THE YEAR ENDING 1968-69 


Rerende 


Corresponding 
figures of the 
pruvious year 


Particulars 


Amount 


Rs 


6,3 ), 05,625 A. Nat Rovna by sale of clectricity for cash and credit 


. 


9,83,36,566 


6,42,034 B. Misc . Revenue from consumers 


5,78.571 


1,30,27,373 


67,59,746 C. R. Venue from trading 
3,37,833 D. OrR :Vnde (to b : spxif :d ) 


4,01,094 


1. Sale of stcam 


2. R pair of lamps and other apparatus 
3. Commission for collection of electricity duty etc. 


Total 


11,23,44.0.4 


879 


D :duct refunds 


340 


6 )62,478 


Less R.S.E.B. share 


3.87.120 


3,87,460 


3,87,460 


7,59,32,911 


Grand Total 


11,19,56,544 


( Sd ). M.L. KHANNA, 

Tic inical Mimbir, 
Hury in i State Elecy . Board , 
Chandigarh . 


(sd). P. N. SAHNI, 

Chairman , 
Haryana State Elecy . Board , 

Chandigarh . 
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SUBJDARY NOI 


STATEMENT OF OPERWING REVENUE FOR THE YEAR ENDED 31ST MARCH , 1969 . 


Correspaling sigurss of the provious y ar 


Figures for the current year 


Particulars of Röcipis 


KW.H. Sald 


Incom : 

Rs. 


K.W.H. Sold 


Income 
Rs . 


Avorage 
revine 
Për K.W.H. 

OP 


Remarks 
Average 
Revenue 
Der K.W.H. 

ap . 


I 


2 


3 


S 


6 


7 


8 


A. N :1 R :Vin le by sale of clectri. 

city for cash and credit 


3,38,73,674 


85,30,568 


1. Domestic or residantal 


4,14,36,211 


1,08,38,611 


(a ) Ligits and Fans 


} 


(b ) Small Power 


2,24,87,153 


44,51,185 


2. Commcricia ) 


2,54,37,384 


( 52,11,092 


(a ) Lights and Fans 


(b ) Small Power 


31,55,43, 501 


1,04,29,623 


7. Industrai 


(a ) Small Power 


11,26,41,324 


87,73,786 
63,88,349 


(b ) Midium Power 


1,71,48,617 


(c ) Larg : supply 


29,05,83,563 


2,37,28,018 


33,33,999 


4,89,377 


4. Public Lig iting 


33,22,941 


5,36,970 


3. Trection 


(a ) Tramways 


(b ) Electric Railways 1 
6. Irrigation Agricultura ! 


10,7 ) ,63,392 


1,08,76,586 


7 , P.blic Water Works and 
Suwag : Pim.ng (Agricultural) 


16,92,54,089 


2,48,56,942 


68,93,88,436 


1,43,05,537 


8. Supplies in bulk to 


62.99,28,274 


1.53,27,339 


(a ) Sh " of HSCB in common 

D. 25 mar : cipl fruto 
B.M.O. 


191,91,300 


15,89,961 


(0 ) Swimy frim HSEB 10 ota 


1,89,41,450 


18,48,06 : 


2,44,171 


jiso : r for 


8,27,254 


1,29,15,96,555 , 


6,80,65,623 


Total sale and rec : ipt by Sale 

of Electricity 


1,29,15,45.236 


9,83,36,566 


57 P. 


7-6 P. 


AV :rag : VT le by sale of clectric 
city ; 7 KWH sold 


B Miscellaneous Revenue from 

consumers 


10,451 


1. Sale of Storts 


1,600 


4,64,427 


2. Public lighting maintenance 


5,03,792 


!!, 


PART 1 


HARYANA GOVT GAZ., NOV . 10 , 1970 (KRTK . 19 , 1892 SAKA ) 


939 


BV 


Mithun 


2 


3 


$ 


6 


7 


& 


1,67.156 


73,579 


3. Other receipts (to he speci. 

fied) (like servic : conn : ctiva 


Ise etc.) 


6,42,034 


TotalMisc . Revenue from 

congn : - 


5.73,971 


C. Revenue from Trading 
1. Sale of electricity plant 
ml fistured by 11. Bard 


141 


2 Sale hire- purchilcor hire of - 


(a ) Apparatus 


6,617 


(b ) Wiring 


3 Rent from 


25.16,378 


(a ) Property 


36,01,919 


27,47,021 


6 ) Meters 


49, $ 2.561 


16,87,347 


4 Otherpripts to besaciled ) 


44,66,139 


69,50,746 


Total revenue fross Trading 


1,33,27,373 


D. Other Revenue 


3,37,863 


1. Interest on securities and 

Investm :pls with Banks 


2. Interest on Advances to 
Board s employees 


4,01,094 


D :duct Refund 


dity 


3. Commission for the 

collection of clctricity 
4 Miscellancous items to be 

spxcified ) 
Total Olbur Revenus 


3,36,984 


4,01,094 


7,59,95,389 


Grand Total dectric Operating 

R : Ycoue 


11,23,44,004 


02,478 


Duduci Round of Revenue 


340 


Net Total 


11,23,43,664 


Less Share of Rajastban 


3,87,120 


(SOP 334136 & other Revenue 

(2184 ) 


7.57,32.911 


Net Grand To al 


17,19.56,544 


6.4 P. 


Averag : Tatal Rav.nile 

P : KWH suld 


8.77 


Sd . JIA LAL JAIN , 

Sd. S.R. SUBRAHAM Vis , 
Chi ( Accounts Officer , 

Accutints anil ...... : M 7:01 : 
Haryana State Elccy . Board , Haryana Sulley..anai, 
Chandigarh . 

Chov.gurh 


511. KH WINA , 

Tic. M her , 
Hirin . ; E ! : - y, B.yard , 
tida22.dig.url, 


Sd. P.N. SHANI, 

Chairman , 
Haryana Stat : Elecy . 
Board , Chandigarb . 


! 
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SUBSIDARY STATEMENT II 


STATEMENT OF OPERATING EXPENSES FOR THE YEAR ENDED 31ST MARCH , 19 ( 9. 


Corresponding figures of 

the previous year 


Particulars of Expenses 


Figures for the current year 

-Remarks 
Amount 
Rs. 

K.W.H. 
Sent out 


Cost per 


Amount 

Rs. 


Cost per 
K.W.H. 
seat out 


1 


2 


3 


S 


6 


1,29,06,77,641 


3 8 Paise 


3 Paisa A , Hydraulic Power Geocration 

Previous year 

1,54,76,93,941 
K.W.H. sent out 

Current year 


(a) GENERATION 


3. Royalty for use of water , if any , 


21,759 


2. Lubricants and other consumable stores 


13,774 


254 


1.17,496 


3. Station supplies and miscellaneous expenses 
4. Proportion of salaries ,allowances, gratuities etc..of Engin 

eers , Superintendents, Officers , Supervisory and other staff 
5. Wages and gratuities to labcur 


15,77,125 


1,17,989 


1,41,014 


2,57,498 


Total Generation 


17,31,913 


(6 ) REPAIRS AND MAINTENANCB : 


12,99,191 


1. Proportion of salaries, allowances , gratuities, etc. for super 

visory staff. 


1,45,483 


: 7,73,297 


11,96,403 


7,44,877 


2. Buildings and civil engineering works containing 

generating plant and equipment 
3. Hyiraulic works forming part of a hydro -electric system 

including : - 
(i) Dims, spillways, weirs, canals , reinforced concrete flumes 

and syphoos 
(ii ) reiaforced concrete , pipelines and surge tanks, steelpipe 

tiacs, sluic : & ites , steel pipelines, sluice gates, stocl surge 

tank , hydraulic control valves and other hydraulic works 
4. Water wheels, generators and ancillary equipment including 

plant foundations 
5. Switchgear iocluding cable connections 
6. Direct labour charges , gratuitics etc. 
7. Station supplies and miscellaneous expenses 
8. Miscellaneous power plant oquipment 
9. Other civil works (to be specified ) 
10. Contract works, if any 


2,16,832 


1,69,494 


2,49,183 


77,337 


96,593 


30,64,196 


Total Repairs and Maintenance 


36,36,407 


30,98,644 


36,58,060 


C ) Deprrciation on hy Iravlic generating plant and equipment 

(vide Subsciary Statement VIII). 
(d ) General establishment and administration expenses vide 

Subsidiary Statemacat X ). 


1,53,108 


7,04,592 


71,73,446 


Total (a + b + c + d ) 


79,99,059 
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1 


2 


3 


un 


6 


B. STEAM POWER GENERATION 
Capacity of Plant in operation 
during 


Previous year K.W. 


Current year K.W. 


Previous year 


K.W.H , geat out 


Current year 


[ 2,856 


(a ) GENERATION 


118,11,655 


1, Pucl, excluding sale proceeds of stcam , asb , otc . 


5,09,268 


{ $ 2,782 


2. Lubricants and other consumable stores 


3. Water, if purchased separately 


11,810 


4. Station supplies an ] miscellaneous expenses 


1,51,159 


3,76,813 


5. Propurtipa of salaries allowances, gratuities, etc. of Engineen , 


4,29,756 


Superintendent, Officers , Supervisory and other staff . 


{ 1,52,861 


6. Wages and gratuities to labour 


1,70,579 


24,88 , T17 


Total Generation 


12,60,762 


1,33,227 


(6 ) REPAIRS AND MAINTENANCE 
1. Proportion of salaries allowances, gratuities, etc. for fuper 

visory staff 


11,402 


( 1,32,426 


2. Buildings and civil engineering works containing generating 

plant and equipment 
3. Boiler Plant and equipment including plant foundations 
4. Engines, turbines , generators and ancillary cquipment io . 

cluding plant foundations 
5. Water cooling system comprising cooling towers and circu 

bating water system 
6. Switchgear including cable connections 
7. Staton supplics and miscellaneous expenses 
8. Direct labour charges, gratuties etc. 
9. Misce Vancous power plant equipment 

10. Other civil works ( to be specified ). 
10. Boilers steam pipe and accessory equipment and stores 

supp lics 
12. Direct labour charges gratuities , etc.against (2) above 
13. Engines, turbincs, generators and accessory eqnipment 


.. 


and stores supplies 
14. Direct labour charges, gratuities, etc. agalast (4 ) above 
15. Buildings and structures and stores supplies 


132,948 


16. Direct labour charges, gratuitics , etc against ( above 


50,933 


17, Contract work for repairs, if any 


298,601 


Total Repair uod maintenance 


62,335 
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5 
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RS 
7,02,411 


RS 
9,51 019 


(c) Depreciation on steam generating plant and equipmunt vide 

Subsidiary Statement VIII 


3,57,421 


2,80,175 


(d ) General establishment and administration expenses vide 

Subsidiary Statement X 
(e ) Internal combustion power 

Previous year (KW ) 
generation 
(1) Capacity of plant in operation during current year (KW ) 


. 


(a ) Operation . 


1. Fuel 


.. 


2. Lubricants and other consumable stores 


3. Water ( if purchased separately ) 


3,23,856 


4. Station supplies and miscellaneous expenses 


2,31,847 


( - ) 2,789 


7,493 


5. Proportion of salaries , allowances , gratuities etc., 
Engineers, Superintendents, Oificers, Supervisory and 

other staff 
6. Wages and gratuities to labour 


3,21,067 


TOTAL OPERATION 


2,39,340 


(6 ) REPAIRS AND MAINTENANCE 


1. Proportion of salaries , allowances, gratuities , etc., for 

supervisory staff 


2. Buildings and civil engineering works containing generat 

ing plant and equipment 


. 


3. Engines, generators and ancillary equipment including 

plant foundations 


4. Water cooling system 


.. 


.. 


.. 


3. Switchgear including cable connections 


6. Station supplies and miscellaneous expenses 


7. Direct labour charges , gratuities , etc. 


8. Miscellaneous power plant equipment 


9. Other civil works 


77,104 


(6 ) Depreciation internal conbustion power gencrating plant and 
equipment vide subsidiary statement VIII 


1,81,480 


39,655 


(c ) General establishment and administration expenses vide subsi 

diary statement X 


37,214 


42,84,436 


TOTAL INTERNAL COMBUSTION POWER GENERA 

TION EXPENSES 


30,12,325 


211 


D. Power purchased during 


Previous year K.W.H. 


28,08,437 


Current year K.W.H. 


TOTAL PRODUCTION EXPENSES Previous year 


211 


Current ycar 


28,08,437 
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RS 


Rs 


TOTAL KWH SENT OUT 


Less loss in transmission and distribution 


* KWH sold 


. 


*Sales (incluids cash and credit sales and free supplies to offices, 

officers and members of staff ) 
e . TRANSMISSION (HIGH OR EXTRA HIGH VOLTAGE ) 


5,43,532 


( a ) OPERATION AND MAINTENANCE 
1. Proportion of salaries, allowancs, gratuities , etc. , of Engincers, 

Supcrintendents, Officers, Supervisory and other staff 
2. Wages and gratuitics to sub-station labour 


8,84,430 


54,915 


2,23,553 


17,497 


39,142 


2,20,973 


2,87,850 


3. Wages and gratuities lo labeur on lines 
4. Buildings and structures including civil enginering works con 

taining tråd mission sunt and equipment 
5. Suh-statina transformers , tarnsformer kiosks. sub- station 

eq :iipinent and other fixed apparatus including plant founda 
tions 


1,34,269 


3,34,780 


(i) Transformers including foundations having a rating of 100 

kilovolt amperes and over 


(ii) Others 


6. Switchgear including cable connections 
7. Towers , pol: , fixtures, overhead conductors and devices 


(1) Lines on fabricated st supports operating at nominal 

voltagus higher than 66 kilovolts 
( ii ) Lincs on steelor reinf:-reud concrete supports operating at 

nominal voltag s ,high.r than 132 kilovolts but not exceed 
ing 66 kilovolts 


( iii) Other lines on steel or reinforced concrete supports 


27,311 


(iv ) Lings on wood supports 


59,472 


8. (i) Underground cables and devices including joint boxes and 

disconnecting boxes 


(ii) Cable duct system 


19,91,354 


29,32,161 


(1 ) Depreciation nn transmssion plant and equipment vide 

Subisidiary Stateminti VIII 
(c ) G : n: rlstablishment and ado: inistration expenses vide Sub 

sidiary Statcm :nt X 


1,83,374 


4,81,708 


31.73,227 


TOTAL TRANSMISSION (Hand E.H.V.) 


52,43,046 


P. DISTRIBUTION HIGH VOLTAGE) 


(a ) OPERATION AND MAINTENANCE 


18,85,470 


25,90,683 


74,207 


2,53,820 
6,58,050 


3,33,601 


1. Proportion ofsalarins, allowancas, gratuities , etc., of Engineers, 

Supărintendents, Officers, Supervisory and other staff 
2. Wages and gratuities to sub -station labour 
3. Wages and gratuitics to labour for mains 
4. Buildings and structures inchiding civil engincering works con 

taining distribution plant and equipment 
3. S ib - station transformers, transmormor kiosks, sub - station 

equipmint and other fixed appuratus including plant founda 
tions 


68,472 


94,306 


7,34,548 


6,22,148 


(1) Transform rs including foundations having rating of 100 kilo 

volt amp :rs and over 


(ii) Others 
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6. Switchgear including cable connections 


7. Towers, pales, fixtures, overhead conductors and devices 


7,87,416 


13,63,702 


(i) Lines on steel or reinforced concrete supports operating at 

nominal voltages, higher than 132 kilovolts 
( ii ) Other lines on steel or reinforced concrete supports 
(li ) Lines on wood supports 
8. (I) Underground cables and devices including joint boxes and 

disconnecting boxes 


( ii ) Cable duct system 


+ 


9. Service lines 


10. Metering equipment 


8,96,724 


16,20,717 


(b ) Depreciation on H.V Distribution Plant and equipment 

vide Subsidiary Statement VIII 
(c ) General establishment and administration exprenses vide 

Subsidiary Statement X 


14,84,763 


23,71,542 


62,65,201 


TOTAL DISTRIBUTION (H.V.) 


95,76,968 


O. DISTRIBUTION (MEDIUM AND LOW VOLTAGE) 
( a ) OPERATION AND MAINTENANCE 


$ 1,64,744 


84,44,235 


1. Proportion of salaries, allowances, gratuities of 

Engineers. Superintendents, Officers, Supervisory and 
other staff 


1,91,410 


2. Wages and gratuities to labour 


7,74,166 


10,74 342 


13,13.983 


3. Buildings and structures including civil engineering 

works containing distriubution plant and equipment 
4. Sub -station transformers, transformer kiosks , sub 

station equipment and other fixed apparatus including 

plant foundations 
(1) Transformers including foundations having 

rating of 100 kilovolt amperes and over 
( ii ) Lines on wood supports 
5. Switchgear including cable connections 
6. Towers , poles, fixtures, overhead conductors and 

devices 


2 


. 


(i) Other lines on steel or reinforced concrete 

Supports 
( 11) Lincs on wood supports 
7. (1) Underground cables and devices including joint 

boxes and disconnecting bones 
( ii) Cable duct system 
8. Service lines 

9. Metering Equipment 
(b ) Depreciation on M.& L. V. Distribution plant and 

equipment vidc Subsidiary Statement VIIT 
( ) General establishment and administration expenses 

vido Subsidiary Statement X 


41,94,249 


66,89,280 


24,59,716 


44,73,175 


1,30,84,461 


TOTAL DISTRIBUTION M & L.V .) 


2,16,94,839 


) !! 
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H. PUBLIC LIGHTING 
(a ) OPERATING , MAINTENANCE , DEPRECIATION AND 

MANAGEMENT 


46,548 


1. Renewal of lamps and fitting , etc. 


87,052 


70,277 


2. Wages and gratuitics to staff 


78,855 


76,038 


98,243 


27,290 


3. Operation and maintenance 
(b ) Depreciation of P.L. equipment,-vide Subsidiary 

Statement VIII 


42,539 


73,771 


(c ) General establishment and administration expenses 

vide Subsidiary Statement X 


1,12,186 


2,93,924 


4,18,875 


26,64,668 


37,88,243 


TOTAL (P.L ) 
J. CONSUMER S SERVICING , METER READING , BILL 

ING , COLLECTING , ACCOUNTING , SALES , PRO 

MOTING ETC. 
1. Proportion of salaries , allowances, gratuities etc. of 

Engineers , Secretary, Accountants and other officers cic . 
2 Mcter reading and inspection 
3. Billing, collecting and accounting 
4. Exhibition , demonstration and advertising 
5. Merchanlising , servicing and contract works 


12,174 


1,43,950 
71,16,587 


$ 7,613 


1,283 


( - ) 1,282 


6. Miscellaneous expenses 


6,17,442 


13,26,470 


(6 ) Depreciation on general Assets and equipment which 

are not allocated to other sub- heads vide Subsidiary 
Statement VIII 


10,38,792 


: 7,19,373 


(c ) General establishment and administration expenses , 

pide Subsidiary Statement X 


TOTAL 


43,72,472 


70,93,341 


K. EXPENDITURE ON MANUFACTURING OF ELEC 

TRICAL APPARATUS, ETC. BRIEF DETAILS TO BE 
GIVEN 
1. (i) Works 


4,757 


12 


(il) Dop . 
2. General Establishment and administration expenses, 

pide Subsidiary Statement X 


3,581 


TOTAL 


8,350 


6,061 


L. Assisted wiring sale , hire purchase of apparatus (Brief 

details to be given ). 
Shortage of stock written off 
Discount commission and brokerage written off 


2,13,491 


15,163 


Losses of assets written off 


22,565 


6.620 


Losses of vehicles 


2,160 


TOTAL 


2,18,216 


27.844 
$ 86,75,270 


GRAND TOTAL 


5,80,93,456 


5,69,226 


Less share of Rajasthan 


15,97,286 


(1) Works 


1,18,199 


(ii) Establishment 


22,303 


(lil ) Depreciation 


14,56,784 


3.81,05,994 


VET TOTAL 


5,64,96,170 


Sd .) Ja Lal Jain, 
Chief Accounts officer , 
Haryana State Elecy. Board , 

Chandigarh 


(Sd .) S. R. Subrahmanyan , 
Accounts & Finance Member , 
Haryana State Elecy . Board , 

Chandigarh 


(Sd.) M. L. Khanna , 

TechnicalMember , 
Haryana State Elecy . Board , 

Chandigarh 


(Sd .) P. N. Sahni, 

Chairman , 
Haryana State Elecy . Board , 

Chandigarh 
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SUBSIDIARY STATEMENT III 
NET REVENUE AND APPROPRIATION ACCOUNT FOR THE YEAR ENDING 31ST MARCH , 

1969 


PARTICULARS 


Amount 


PARTICULARS 


Amount 


Corresp rading 
figures of the 
previous year 


Corresponding 
figures of the 
previous yed 


1 


2 


3 


4 


5 


6 


Rs 


Rs 


Rs 


Rs 


To balance of loss brought forward from last 
Account 


. 


3,78,26,917 By net surpit: from 5,54,60,374 

Lonsolidit i 
revenue account 
By subvention from State 
Govt, 


To net deficit from consolidated revenue 
account 


By other in -chrating 
receipts (Dutais to be 
specified e.g., transfer 
from Developm at 
Reserve , Günerul 
Reserve etc.) 


To expenses on rating committee 


to transfer to Taxation Reserve 
To interest on Bonds guaranteed under section 
66 as under : 


3 , 28,342 


(i) HSEB , share in 4.75 % PSEB Bonds 1975 


4,56,318 


(ii ) 6 % HSEB Bonds , 1979 


2,84.825 


( ii) 


Ditto 


1980 


6,87,240 


1,26,672 


2,73,000 


Ditto 1980 (S ) 
( V ) HSEB share in L.I.C. loan of Rs 2 crores 

of the composite Board 


7,95,066 


(vi) HSEB loan from L.I.C. 


5,11,473 


13,60,406 


882 


1,64,025 ( vii ) Interest on temporary loan 

(viii) Interest on deposits by the consumers 

(ix ) Interest on A.R.C. loan 
3,20,52,680 To interest on dollar loan 


31,744 


18,92,875 
4,19,26,261 


To interest on loan from Govt. 


25,00,000 


To contribution to Gencral Reserve 


30,00,000 


To contribution to loan Redemption Fund 


21 , 92,000 


5,76,000 


(i) In 4. 5 % PSEB Bonds 
(ii) In 6 % HSEB Bonds 1979 


9,16,000 


(iii) 


Ditto 1980 


13,73,042 


Ditto 198015 ) 


4,12,375 


(V ) L.I.C. Loan of PSEB 


6,38,630 


Total 


3,49,91,809 


3,78,26,917 By Balance of loss 

over to next volat 


5,54,60,374 
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Rs 


RS 


R 


Rs 


Loss Rajasthan Share in inter st on loan from 
Sic Guvt. 


1,29,016 


3,78,26,917 


B.F. 


5,54,60,374 


3,16,870 To balance of pruôt carried over to next 

account 


5,97,581 


3,78,26,917 


liita ! 


5,54,60,374 


3,78,26,917 


Total 


5,54,00,374 


Note :-- Three statements showing 


(1) ile details ofAssesscd income as per Annexure " A " . 
( ii ) Apprtionin.nl olingangible assets as per Anncture " B " , and 
(iii) Ayrtionment o interest charges to the various heads of Generation , Transmission and Distribution etc. as per 

anskurc " C " are attached . 


(Sd .) Jia Lal Jain , 
Chicf Acounts Oliver , 
Hiryana State blowy . Biare . 

Chandigarh 


Sd.) S. R. Subrahminyan , 
Acroints and Finance Member , 
Hiryuna State Elccy . Board , 
Chandigarh 


(Sd .) M.L. Khanna , 

(Sd .) P. N. Sahni, 
TechnicalMember , 

Chairman 
Haryana State Elecy . Board , Haryana State Elecy. Board , 
Chandigarh 

Chandigarh 


ANNEXURE A 


ASSESSED INCOME TAX FOR THE YEAR ENDING 31ST MARCH , 1969 


Taxable Incom : ius 


Rate of Incom : Tax Amount of Income Tax 


Amount paid during the year 


Remarks 


the year 


Rs 


RS 


Rs 


-NIL 


+ 


(SI.) Jia Lil Jin . 
Chief Acrits : 
Hiry.in. $ : 1119 Ll: 27 .Ben1 , 
Chandigarh . 


(SI.) S. R. Subrahınanyan , 
Acernots & Finance Mumber , 
TIiryana Siatc Elccy . Bouri , 
Chandigarh 


(Sd .) M. L. Khinda , ( Sd .) P. N. Sahni, 
TechnicalMember , 

Chairman , 
Haryana State Elecy . Board , Haryana Statc Elecy . Board , 
Chandigarh . 

Chandigarh . 


ANNEXURE B 
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STATEMENT APPORTIONING CHARGES OF INSTAI MINT INTANGIELE ASSIIS HNANAI IXHINISHID LEFIRRID PAYMENIS 

WRITTEN OFF TO THE MAJOR HEADS OF THE REVENUE ACCOLNT FOR THE YEAR 1969.70 


B 


Net su apportioned 


Hydro power generation 


Steen foner generation 


Internal and ther: femer 

generation 


Serial 
No. 


Particulars of charges 


Gross 
Amount 


np . per 


P. per 


Less 
charged to 
capital 
works in 
progress 


Amount 

Rs. 


Amount 

Rs. 


rP . рег 


Account 

Re, 


OP per 


K.W.H. 


K.W.H. 


K.W.H. 


Amount 

Rs . 


K.W.H. 
sold 


1. Sept out 


1. Sent out 


1 , Seot out 


2. Sold 


2. Sold 


2. Sold 


HARYANAGOVTGAZ.,NOV.10,1970(KRTK.19,1892SAKA) 


1 Instalment of write down Year 

in respectof intangible Previous 
included in Subsidiary 
Statement IX . 

Current 


--NIL 


Previous 


2 Contributions writtco 

off other items of 
deferred expenses 


Current 


3 The write down Previous 

amounts paid from 
capital under proviso Current 
to Sec . 59 


Previous 


Total 


Current 


(PART1 


PartI) 


F 


н 


1 


Transmission 


Distribation High Yotage 


Public lighting 


Distributiop Mediom and Low 

Voltage 


Consumer s servicing 
accogotiag etc. 


Amount 


P. per K.W.H. solu 


Amoun ! 


1) P. xr K.W.H.Id Aukti 


l per 


Amunt 


np . per 


Anunt 


np . pcr 


KW.H , sold 


K.W.H. sold 


K.W.H. sola 


NIE 


HARYANAGOVT6:17.,JOV.10.1970(KRTK.19,1892SAKA) 


Sd Jia Lal Jain , 

Chief Accounts Officer, 
Haryana State Electricity Board , 
Chandigarh , 


( Sd.) S. R. Subrator nyan , 

Acoounts and Finance Member, 
Haryana State Electricity Board , 
Chandigarh . 


Sd.) M.L. Khaanib , 

TechnicalMtober, 

Haryapa State Elecy . Board , 
Chandigarh 


(Sd .) P. N.Sahni, 

Chairman 
Haryana State Elecy. Board , 
Chandigarh . 
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STATEMENT OF APPORTING CHARGES OF INTEREST TO THE MAJOR HEADOF THI: REVENUE ACCOUNTS 


B 


Particulars of charges 


Ya 


Srial 

No. 


Gruss 
Amount 


Less charged 
to capital 
works in 
progress 


Net som apportioned 


Hydro Power Generatkan 


Sterm Pons Generation 


Amount 


Amount 


An ourt 


OP . per K.W.H. 

sold 


np . per XWH 
1. Sent out 
2. sold 


OP . per K.W.H. 
1. Sent out 
2 Sold 


Rs 


RS 


RS 


RA 


Previous 
1 Interest on bonds not gu ranted under 
Section 66 

Current 


2 


Previous 


Interest on stock not guarantood 
under Section 66 
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Current 


Previous 


2,73,000 


2,73,000 


.0230 


43,910 


...035 


37,464 


.0030 


2 ( a ) Interest on loan from L.I.C. 

under Section 66 


Current 


13,06539 


13,06,539 


.101 


1,73,004 


0037 

.011 


11,387 


.0031 
.0007 


.013 


.0009 


Previous 


3,28,342 


3,28,342 


.0275 


52,812 


.0040 


45,059 


.0034 


3 Interest on Bonds guaranteed under 

Section 66 


15,55,055 


Current 


15,55,055 


.124 


2,05,911 


.0044 

.015 


13,553 


.0038 
.0009 


.016 


001 


Previous 


3 (a ) laterest on A.R.C.Loin 


Current 


31,774 


31,744 


003 


4.203 


.0003 


277 


, 00002 


00002 


Previous 


4 Interest on stock guaranteed undet 

Section 66 


Current 


Previous 


4 (a ) Interest on Deposit by iht 

consumers 


Curant 


882 


.00007 


117 


.000007 


.0000005 


000709 


.0000006 


į 
PARTI 


Previous 


5 Interest on sums paid by the 

State Govt . under Guarantees under 
Section 66 


Current 


PART1] 


Previous 


3,2 ), 52,63 ) 


3,25,2.580 


2.6921 


$ 1,55,532 


3 ) 


13,98,676 


.3408 


6 (atorust on loinsadvinc :d by the 

State Govt. under Section 64 includ 
ing arrean 


Current 


4,36,99,120 


4,36,90,120 


3.383 


-4330 
.374 


3694 
.025 


57,85,182 


3.80,768 


148 


.029 


Providus 


1,64.025 


1,64,025 


0138 


26,383 


0020 


12,510 


.0017 


7 luterest on Terap . Advances fess 

interest on Bank deposits appointed 
on the basis of hooked cost of the 
iissets 


Current 


13,60,400 


.0022 


13,60,406 


.0017 
.0008 


105 


1.40.137 


• 12 


: 1,856 


1014 


.0009 


3,28,18,017 


2.7351 


52,73,637 


4989 


45,03,709 


3489 


Previous 


3,28,18,047 


locul 


4,79,44,746 


Curront 


4,79,44,746 


3782 
027 


1.712 


53,48,554 


4433 
410 


1.17,849 


491 


0.33 
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951 


952 


D 


Laternal Co:abustion Pawor 

Goperation 


7-10oission 


Distribution High Voltago 


.) ; risilva.Mign and Low 

Voltage 


Public Lightiog 


Congombr s Sorricing etc. 


Amount 


Amount 


Amouat 


Amouat 


Amount 


Amount 


np por XWH 
1. Sent out 
2. Sold 


AP per KWH 
1. Suit out 
2. Sold 


QP , per KWH 
1. Sunt out 
2. Suid 


OP . per KWH 
1. Sent out 
2. Sold 


OP PE TKWH 

1. Sent out 
2. Sold 


nP per KWH 

1. Seat out 
2. Sold 


Re 


Rs 


RS 


R $ 


Rs 


4,285 


0003 


12,583 
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.0009 


51,301 


, 0039 


85,007 


.0066 


2,550 


.0003 


35,900 


.0027 


62,947 


.0004 

.004 


87,024 


.0010 
-006 


2.65,696 


.0043 
.017 


5.01,084 


.0071 
.032 


12,567 


.000 .) 2 
0008 


1,92,830 


1030 
012 


005 


.007 


.021 


.039 


.000 : 


014 


5,153 


0004 


15,133 


0012 


61,700 


.0048 


1,02,240 


-0079 


3,067 


.0002 


43,178 


IX )33 


74,920 


.0004 
.005 


1,03,577 


, 0913 
.007 


3,16,234 


.0051 
.020 


5.95,394 


0036 


14,957 


2,29,509 


.0003 
.000 ) 


.0036 
.014 


.033 


.006 


.008 


02.5 


.039 


001 


018 


1,529 


.00009 


2,114 


.0001 


6,455 


.0004 


12,174 


0007 


307 


00002 


4,685 


003 


.0001 


.0002 


0005 


0009 


.001102 


.0003 


43 


000003 


59 


000004 


179 


00001 


138 


-00002 


.0000005 


130 


.000008 


.000003 


000005 


00001 


.00003 


.0000006 


.00001 


( 
PART 
I 


5,03,010 


, 0390 


14,77,302 


1145 


), 23,143 


. 1667 


773 ) 


2,99,339 


1232 


42,13,040 


.3265 ! 


"}},80,638 
1,67,56,031 


PART1] 


21,04,932 


.0422 
.136 


29,10,037 


6241 
.188 


88,84,751 


.5059 
.574 


.8383 
1083 


4,20,238 


.251 
.027 


54,48,161 


.3510 
.416 


163 


.225 


.688 


1.298 


.032 


498 


2,574 


0102 


7,563) 


0905 


1 .),822 


.024 


51,074 


.0 )39 


, 1,532 


.0001 


21,570 


65,543 


99,612 


. :) 


02 
.005 


2,75,550 


5 


1.1.1.713 


13,085 


.0013 

034 


.0001 
.00 


2,00,780 


.JO16 
1018 | 
.013 


OIS 


122 


.041 


018 


0 ; } 


15,12,516 


17! 


7. , ) ) ) 


1,119,079,734 


3,06,438 


43,15.688 


: ,1341 


5,15,022 
23,0 ),914 


0 + 32 
147 


11,93,113 


77,1 ) , 965 


5179 


1,83,87,764 


.8583 
1.188 


3.61,152 


.206 


10257 
.02 ) 


70,76,095 


3624 
457 


178 


245 


755 


1.423 
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(84 ) Jia Liu Jalla, 

Chief ActDisor 
if iry111 Stat: 2 ! ? , Board , 

Chan ligari 


( * ) S. R. Subrahin : yin , 

Accrits & Fit ::VOND : 1, 
2:I lrykit Stiny. Horrit, 

110 1: ist 


(S.) M. ... Khana, 

TecinicalMeinder , 
Hiry in State Elecy ., Hayird , 
Clan liyirh . 


( Sd . ) P. N. SAHNI, 

Chairman , 
Hryani Stato clicy., Board , 
Chinuigi s . 
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SUBSIDIARY STATEMENT IY 
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AgQualaccounts for the your cading 31st March , 1969 
Statement of Capital ratsed and appropriated as on 31st March , 1969 


Particulars 


Balance at the Rocoived 
boginaing of during the 

year 


Redeemed 
during the 
year 


Bulance of 

the cad at 


Remarks 


the year 


the year 


1 


2 


3 


4 


5 


6 


88,10,56,734 


* ( A ) Loap from State overament 


69,60,76,669 


72,23,89,169 


** 15.86,67,565 


(0 ) Public Borrowing 


A. Capital liabilities being balance of Loans, Boads, Stocks , 

etc. 
(Brief description of tho Loans, otc , together with the rate of 

interest , period of repayment in case of Loans , Bonds and 
redeemablo stocks should bo givea ) 


1,79,12,500 

84,00,000 


(c ) L.I.C. Loan 


Total 


72,23,89,169 


B. Other Capital 


1,72,57,481 


5,63,269 " (a ) Loan from Ceatral/ State Government 
47,85,777 
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28,69,907 


9,13,47,770 


2,00,00,000 


( b ) Loan from L.1.C. 
1,65,61,159 (c ) Public borrowing including A.R.C. 


2,41,76,500 


(1 ) Consumor contribution for service liacs 

5,63,269 
(2 ) Spocial items to be specified 

19,15,870 
(3) Subvention froin Govt. 
(4 ) Interest Capitalisod 

1.65,61,159 
C. Borrowing Powers 
Maximum Borrowing Power under Section 65( 3) of the Blocy . 
Supply Act, 1948 

20,00,00.000 
Loss already utilized up the year cadiag 31st March 
Add amount repaid upto the year eading 31st March 


Difference of 19.5 % and 40 % 


58,85,814 


15,86,67,565 


Balan . of Borrowing Power as on 31st March 


Cotal ( A & B ) 


74,14,29,467 16,15,37,472 


90,29,66,939 


( Sd .) Jia Lal Jamu , 

Chief Accounts Olficer , 
Hary 101 State Ulzcy . Board 
Chandig.uh . 


sd . ) S. R. Subrahinayan , 

Accounts & Finance Member , 
Haryani State Blxy. Boird , 
Chandigarh 


( Sd .) M. L.Khanna , 

Technical Member, 
Haryana State Elecy ., Bourd , 
Chiadigarh , 


( Sd.) P. N. Sahnı, 
Chairman , 
Hary :10 :1 State Body Bosud . 
Chindiguru . 
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SUBSIDIARY STATEMENT V 


STATEMENT OF GENERAL RESERVE FOR THE YEAR ENDING 31ST MARCH , 1969 (1968-69 ) 


Pari 
lj 


Additions during the year 


Withdrawals doring the year 


Remarks 


Transfer of loss on sale of 
obsolete etc , assets sold 
during the year ( Col. 6 of 

Subsidiary Statement IX ) 


Balance at 
the end of 
the year 


Total 


Transfer of 

Profit on 
Appropriation Sale of obso 
during the lcte etc. assets 

sold during 
account the year (Col. 7 

of subsidiary 
Statement IX ) 


Other with 
drawals pur 
pose to be 
specified in 
the remarks 
column 


Balance 

at the 
beginning 
of the 
year 


Particulars 


Year of 


Iatai 


2 


7 


10 


Rs 


Rs 


Rs 


Rs 


RS 


Rs 


RS 


Rs 


General Reserve 


1,03,04,353 


30,00,000 


30,00 , OCK 


1,33,04,353 
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( Sa.) JIA LAL JAIN , 

Chief Accounts Officer , 
Haryana State Elecy . Board , 
Chandigarh . 


(Sd .) S. R. SUBRAHMANYAN , 

Accounts and Finance Member, 
Haryana State Elecy . Board , 
Chandigarh 


( Sd.) _ M . L. KHANSA 

Technical Mer otr, 
Haryana State i licy . Board , 
Chandigarh . 


(Sd .) P. N. SAHNI, 

Chairman , 
Haryana State Elecy . Bard , 

Chandigarh , 
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SUBSIDIARY STATEMENT VI 
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-- 


STATEMENT OF DEVELOPMENT RFSERVE FOR THE YEAR ENDING 31ST MARCH , 1969 


Withdrawal during the year for 


Bilance at theid 
of the year 


Tota ) 


ktaarks 


Particular 


balance at 
the beginning of 

the year 


Appropriation 
for the year 


Development 

grsuits 


Transfer to pet revenue 
and appropriation 
account for tariffs 
reduction 


2 


S 


7 


RS 


RS 


R $ 


Rs. 


Rs 


Rs 


HARYANAGOVTGAZ.,NOV.10,1970(KRTK.19,1892SAKA) 


NIL 


Sd . JAI LAL JAIN , 

Chief Accounts Officer , 
Haryana State Elecy. Board , 
Chandigarh . 


( Sd.) S. R. SUBRAHMANYAN , 

Accounts rud Finance Member , 
Haryana State Elecy. Board , 
Chandigarh . 


(Sd .) M.L. KHANNA , 

Technici Michber , 
Haryana State Elvcy. Board , 
Chandigarh . 


( Sd .) P. N. SAHNI, 

( hirimin , 
Hiryania State Eicy . Brit ! 
Chandigarh 
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SUBSIDIARY STATEMENT VII 


STATEMENT OF CAPITAL EXPENDITURE FOR THE YEAR ENDING 31-3-69 


Relating to N.P.A. - Main Project (Left Bank ) 


Retirement during the year 


Particulars 


Sold 


Remarks 


Serial 
No. 


Balance at the 
buginning of the 

year 


Additions 
during 


the year 


Transfer. Expenses Balance at 
red due to written the end of 
assets ceas off 
ing to the 
available 


the year 


for use 


1 


2 


3 


4 


$ 


6 


7 


8 


9 


A. INTANGBLE ASSETS 


1. Focs and expenses for the for 

mation of the Board 


2. Office exyunses incidental 

to organising the Board 


3. Discount on stocks, Boads, etc., 

issued 


4. Exinses incurred on raising 

financcs 


S. Other cxy :n5C3 , c.8 . ( Conver 

sions ) 


Total Intangible Assets 


D. HYDRAULIC POWER PLANT 


1. Land and Rights 


89,663 


89,663 


2,03,30,548 


6,701 


2,03,37,249 


2. Buiklings and civil engineering 

works containing generating 

plant and equipment 
3. Hydraulic Works forming part 

of hylro -electric system 
including 


7,013 


15,01,53,020 


0 Dams, spilways , weirs , 
maals, reinforced concrete 
fljmas and sypaons 

2,48,40.054 
(ü ) Reinforced concrete pipe 12,53,05,953 

lines and surg : tanks, steel 
pip : lines sluice gates , steel surge tanks 
hy iraulic control valves and 
other hydraulic work , 


.. 


1,143 


.. 


4. Water whoels, generators 

and ancillary equipment 

including plant foundations 
5. Switchgear including cable 

connections 
6. Lightening arrestors 

1,143 
7. Miscellaneous power plant ( - ) 11,31,702 ( - )27,394 
cq.uipment 

4.17,39,357 ) 
8. Other civil works (to b : specificd ) 
(i) Other items 

15,97,569 ( -) 15,940 
ü ) Roads and Railway sidings 76,94,825 

19,67,59,048 ) 
2,37,03,352 


4,05,80,261 


15,81,619 


76,94,825 


Total Hydraulic Power Plant 


22,04,67,405 ( - )29,620 


22,04,37,780 
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1 


2 


3 


$ 


6 


7 


8 
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C. SrEAM POWER PLANT 


1. Land and Rights 


2. Buildings and civil engineering 

works cuataining generating 

plant and equipment 
3. Boiler plant and equipment 

including plaat foundatijas 
4. Engines , Turbines , Generators 

and ancillary equipment 

including plant foundations 
5. Water cooling system comprising 

cooling towers and circulating 
water systems 


6. Switchgear including cable 

connections 


1. Ligstening Arrestors 
8. Miscellaneous power plant and 

equipment 
9. Other civil works (to be speci . 

fied ) 


Total Steam Power Plant 


. 


D. INTERNAL COMBUSTION POWER 

PLANS 


.. 


1, Land and Rights 
2. Buildings and civil engineer. 

ing works containing generating 
plant aod equipment 


1. Engines, generators and 

27 lirycquipmunt 
including plant foundations 


4. Water cooling system comprigo 

ing cooling towers and circu 

lating water systems 
5. Switchgear including cable 

conncctions 
6. Lightenning Arrestors 


7. Miscellaneous power plant and 

equipment 


2 


3. Other civil wurks ( to be 

sp :cified ) 


. 


Total Intcmal cumbustion 
Power Plant 


e TRANSMISSIONS PLANT 

(HIGH OR EXTRA HIGH 
VOLTAGE) 


1. Land and Rights 


(-X ,77,0427 

10,90,107 ) 


4,13,065 


43,893 


68,44,216 


2. Bilings and structures in ( - ) 2.01,8247 

cl wing civil engineering works 76,98,147 ) 
containing transmission plant 

and equipmtot 
3. Substatim transformers , trans 

form :rkinsks ,s tbstation equip 
ment and otherfixed apparatus 
including plant foundation 
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1 


2 


3 


6 


7 


8 


(- )6,16,609 


(1) Transformers including 

foundations having a rating of 
100 kilovolt amperes and over 


1,61,271 


2,46,89,149 


(ü ) Others 


2,31,44,487 


4. Switchgear including able 

connections 


$ 59,467 


13,890 


5,71,357 


. 


S. Synchronous condenson 


6. Towers , Poles, fixtures , overhead 
conductors and devices 


(i) Lines on fabricated steel sup . 

ports operating at nominal vol- 1 
tages higher than 66 kilovolts 


(i ) Lines on steel or reinforced 

concrete supports operating 
at nominal voltage higher than 
13.2 kilovolts but not exceeding 
66 kilovolts , 

1-) 10,35,912 

2,35,80,806 


} 


54,558 


2,25,99,452 


(üi) Other lines on steel or rein 

forced concrete supports 


(iv ) Lints on wood supports 
7. (i) Underground cables and 

devices including joint boxes and 
dis- connecting boxa 


(-3,328 


9,700 


6,372 


. 


( ii ) Cable Duct System 


. 


8. Other works 


( ) Other items 


6 ) 10,897 


22,227 


11,330 


( ii) Railway siding 


5,80,54,789 
( - ) 32,30,387 


Total Transmission Plant 


5,48,24,402 


3,10,539 


.. 


5,51,34,941 


F. DISTRIBUTION PLANT (HIGH 

VOLTAGE) 


1. Land and Rights 


-- 


2 Buildings and structures include 

ing civil enginecring works contain 
ing distribution plant and equipe 
ment 


. 


3. Sub -station transformers, trum 

formet kiosks, substation 
equipment and other fixed ap 

paratus including plant foundations 
(1) Transformers , including foun 

dations having a rating of 100 
kilovolts amperes and over 


(ü ) Others 


4. Switchgear including cable 

connections 


S. Towers, Poles , fixtures over 
head conductors and devices - 


0 Lines on steel or reinforoed 

concrete supports operating at 
nominal voltages higher than 

13.2 kilovolts 
( li) Other lines on steel or t : ipfor 

c.d coner t sup r s 
(üi) Lincs.on wood supports 


960 


HARYANA GOVT GAZ ., NOV . 10 , 1970 (KRTK . 12 , 1892 SAKA) 


(PART I 


1 


2 


3 


4 


$ 


6 


7 


. 


6. Lightening Arrestors 
7. Synchronous condensers 


.. 


.. 


.. 


8. (i) Underground cables and 

devices including joint boxes and 
disconnecting boxes 


(ü ) Cable Duct System 


9. Service lines 


: 


10. Metering equipment 


.. 


. 


Total Distribution Plant (H.V.) 


G , DISTRIBUTION PLANT (MEDIUM 
AND LOW VOLTAGE) 


1. Land and Rights 


. 


2. Buildings and structures in 

cluding civil engineering works 
containing distribution plant and 
equipment 


3. Substation transformers, trans 

former kiosks, substation equip . 
meat and other fixed apparatus 

including plant foundations 
(i) Transformers including founda 

tions having a rating of 100 
kilovolt amperes and over 


, . 


.. 


(ü ) Others 


4. Switchgear including cable 

connections 


5. Towers, Poles , Fixtures , Over 
head conductors and devices 


(i) Lines on steel or reinforced 

Concrete supports 


. 


+ 


.. 


( ii ) Lines on wood supports 


- 


6. Lightening Arrestors 
7. (i) Under - ground cables and 

devices including joint boxes 
and disconnecting boxes 


(ii ) Cable Duct Systema 


8. Servicc linas 


.. 


9. Metering equipment 


.. 


.. 


Total Distribution Plant(/ M & L.V .) 


. 


. 


H. PUBLIC LIGHTING 


1. Street and signal lighting 

system 
I. GENERAL EQUIPMENT (NOT 

ALLOCATED TO OTHER SUB 
HEADS) 
1. Land and Rights 


22,458 
5,860 


} 


23,318 


:1 
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8 
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2. Buildings and structures 


5,03,556 
2,82,558 


7,644 


7,98,738 


3. Office furniture and equipment 


( - ) 2487 

1,180 


345 


1,277 


4. Transporattion cquipment 


304 
1,06,335 


بما 


.. 


1,06,639 


60,968 


60,968 


5. Laboratory and meter testing 

cauip ron1 
6. Workshop plant and equipment 
7. Tools and works equipment.. 


1,52,243 


.. 


1,52,243 


35,114 ) 
30,83,569 


1,661 


. 


31,20,344 


8. Communication cquipment .. 


( - ) 2,445 


13,39,603 


( - )- 407 
13,42,2 8 

27,200 
2,24,890 


9. Miscellaneous equipment 


2,52.090 


10. Other works (to b ; sp.cified ) 


(- )6,716 


2,601 


( - ) 4,115 , 


52,33,1757 
5,93,144 


Total General Equipment 


58,46,319 


9,806 


58,56,125 


K. WIRING AND SALES 


1. Land and Rights 


2. Buildings and structures 


3. Office furniture and equipment 


. 


4. Show -room equipment 


S. Demonstration equipment 


Total of Wiring and Sales 


L. MANUFACTURE OF ELECT 

RICAL PLANT 


1. Land and Rights 


2. Buildings and structures 


(- ) 2,436 


( - ) 


2,436 


Office furniture and equipment 


4. Tools and cquipment 


Total of manufacture of electrical 

plant 


( - ) 2,436 


( - ) 2,436 


26,00,67,012 ) 
2,10,68,673 


Total of Capital assets in use 


28,11,35,685 


2,90,725 


28,14,26,410 


. 


Note . - Capital expenditure on item F9and G 8 should includ : contribution made by consumers towards service line charges. 
Nots. The figures shown in opening balances include figures of accounts for the perind 1st April , 1967 to 21.0 May , 1967 as ir.timaud 

by the P.S.E.B. These figures have buen distinctly sbuwn in the opening balances in accition to b : closing balance of 
Accounts fur 1967-63 . 


( KL ) NA LAL JAIN , (S.) S. R. SUBRAHMANYAN , ( 8.1 .) M. L. KHANNA , ( Sd .) P.N.SAHNI, 
Chief Accounts Officor , Accounts and Finanoc Membcr, TechnicalMember , 

Chairman , 
Haryana Stato El-cy . Bard , Haryana State Elucy . Buari, Haryana State Ekcy . Board , 1.2Jyana State Ekcy . 
Chandigarh . 

Chandigarh . 

Chandigarh . 

Board , Chandigarh . 
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SUBSIDIARY STATEMENT VIJ 


STATEMENT OF CAPITAL EXPENDITURE FOR THE YEAR ENDING 31-3-69 


Relating to B.N.P.A. Main Project ( Ritht Bank ) 


1 


Retirement during the year 


Serial 

No. 


Particular 


Balance at the 
beginning of 


Additions 
during the 

year 


Sold 


Bilana at 
Expenses the end of 
written 
off 


REMARKS 


the year 


tbe year 


Transferred 

due to 
assets 
ceasing 
to be avail 
able for 
U $ C 


1 


2 


3 


$ 


6 


7 


8 


9 


A. 


INTANGIBLE ASSETS 


1. Fees and expenses for the for 
mation of the Board 


2. Office expenses incidental to 

organising the Board 
3. Discount on Stocks, Bonds, etc. 
issued 


4. Expenses incurred on raising 
finances 


S. Other expenses, e.g. ( conver 
sions ) 


Total Intangible Assets 
HYDRAULIC POWER PLANT 


B. 


1. Land and Rights 


19:31,667 ] 


10,101 


4,148 


" 19,88,916 


2. Buildings and civil engineering 
works containing gencrating plant 
and equipment 
3. Hydraulic Works forming part 
of a hydro -electric system includ- i 
ing - 
(0) Dams, spillways, weirs, canals , 

reinforced concrete flumos and 
syphons 


1,54,331 
3,03,56,833 . 


6.833 ) 


6,65,662 


3,11,76,826 


(ii ) Reinforced concrete pipelines 

and surge tanks, steel pipo 
ilpos , sluice gatas, stoolsurge 
tanks, hydraulic control valves 

und other hydraulic works 
4. Water wheels, generators and 
ancillary equipment including 
plant foundations 


J 


S. Switchgear including cable 
connections 


6. Lightening Arrestors 


418 


( --) 8,277 


( --) 7,859 


7. Miscellaneous Power Plant 
equipment 


61,359 
2,41,98,798 


18,54,381 


2,61,14,535 


8. Other civji works (to be speci 
fixd ) 
(i) Other items 


64,213 


64,213 


( ii) Roads and Railway siding 


2,25,791 
5,65,94,929 


Total Hydraulic Power Plant 


5,68,20,720 


25,15,914 


5,93,36,634 
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1 


2 


3 


S 


6 


7 


@ 


C. STEAM POWER PLANT 


1. Land and Rights 
2. Buildings and civil engineering 
works containing gcoerating plant 

und equipment 
3. Byiler plant and cquipmcotin 
cluding plant foundations 
4. Engincs , Turbincs , Generators and 
arcilly quipm ;1.6 Includug 

plant ftur.da!10.5 
5. Water cooling system compri 
ing woling towers and circulating 
water systeins 


40 


1 


6. Switchgear including cablo 
connectioas 


. 


. 


. 


.. 


1. Lightening Arrestors 
8. Miscellancous power plaat 

cquipmeut 
9. Other civil works (to be speci. 
6d 


Total Sicam Power Plant 


D. 


INTERNAL COMBUSTION 

POWER PLANT 


1. Land and Rights 


-- 


2. Buildings and civil engineering 
works containing geacrating plant 

Lad equipment 
3. Engines, generators and ancil 
lary equipmoi including pluat 
foundations 


+ 


4 


4. Water conling system com 
prising cooling tuwers aod circu 
lating water systems 
5. Switchgear iacluding cable con 

actions 
6. Lightening Arresters 
7. Misc :ltantous power plant 
equipment 


. 


8. Other civil works (to be speci . 
A.d ) 


Total Intraal Combustion Power 

Plant 


B. TRANSMISSION PLANT (HIGH 
OR EXTRA HIGH VOLTAGE) 


1. L18 ) 201 rights 


1,23,888 


15,05,080 


5,12,9431 

8,68,249 ) 
( - ) 19,55,4877 

59,70,402 


21,71,610 


64,86,525 


2 , Buildings in i structures 
cluli ng civil engine ring works 
containing transmission plant and 
equipment 


3. Sub - station transformers , trans . 
former kiosks, sub- station equip . 
ment and other fixed apparatus 
including plant foundations 
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55,11,103 


2,42,05,391 


(i) Transformersiacluding fouada - 1 ( - )15,12,9987 

tioas haviag a ratiog oi 100 
kilovolis amperes aud over 

2,02,07,286 
( ii ) Others 

(---)33,066 
4. Switchgear including cable 69,35,546 

C0.10.1018 


37,58,838 


1,06,61,318 


S. Syachronous condensers 


6. Towers, Poles, Fixtures, over. 

hezi cuuductors and devices 
(i) Lines on fabricated supports 1 

operating at aonipal voltages i 
higier than 66 kilovolts 
lii , Lines 0.1 steel or reinforced 

Cu.icrele supports operating at 1. 
noininal voltage higher than 
13.2 kilovolts but not exceed . 
ing 66 kilovolts 


1,16,24,555 


22,49,275 
2,01,4,4,9 


-- 


bre 


4,00,20,299 


( iii ) Other lines on steel or re 

inforc : d concrele supports 
( iv ) Lines on wood supports 


( - )6,52,392 


( - )6,52,392 


7. (i) U..der ground cables and 

cevi.es inlcluding joint buxes and dis 
cancring boxes 


(ii) Cable Duct System 


7. ( A ) Other works (to be speci. 

fi:) 


(i) Other items 


( 10,8,357 


13,52,480 


: 24,38,837 


( ii ) Riy . sidings 


19,615 


616 


20,231 


( --)7,39,333 
6,12,33,924 


Total Transmission Plant 


6,04,94,591 


2. + 1.90,698 


8,46,85,289 


DISTRIBUTION PLANT (HIGH 

VOLTAGE) 


1. Land and Rights 


2. Buildings and structures ia . 
cluding civil engiaccriog works 
containing distribtion plant and 
cquipment 


3. Sub station , transformers, 
transformer kiosks , substation 
equipmunt and other fixed appa 
ratus including plant foundations, 


ܢ 


(i) Transformers including 
founi itions having a rating of 
100 kilovolts amperes and over 


r + 


(ii) Others 


1. Switchgear including cable 
connections 


Over 


3. Towers, Poles , Fixtures 
head coad.ctors and devices 


(i) Lines on steel or reinforced 

concrete supports operating at 
no ninal voltages higher than 
13.2 kilovolts 


(ii ) Otherlines on steel or Re 

inforc : cijcrete supports 


(iii ) Lincs oa wood supports 


-- 
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6. Lightening Arrestors 
7. Synchronous condensers 


.. 


8. (i) Vader -ground cables and 
devices including joini boxes and 
disconnecting boxes 
(ii) Cable Duct System 


.. 


9. Service lines 


10. Metering equipment 


Total Distribution Plant (H.V.) 


G , DISTRIBUTION PLANT 
(MEDIUM AND LOW 

VOLTAGE ) 
1. Land and Rights 


2. Buildings and structures in 
cluding civil enginc ring works 
containing distribution plant and 
equipment 


.. 


3. Substation transformers, - 
transformer kiosks, substation 
equipment and other fixed appa 
ratus including plant foundations 


(1) Transfojmer including fnunda 

tions having a rating of 100 

kilovolts amperes and over 
(ii ) Others 


4. Switchgear including cable 
connsctions 


5. Towers . Poles , Fixturcs ove 
hoad conductors and devices— 


.. 


(i) Lines on steel or reinforced 

concrete supports 


(ii) Lines on wood supports 


6. Lightening Arreston 
7. (1) Under ground cables and 
deviceincluding joint boxer 
and disconnecting boxos 


(ii) Cable Duct System 


8. Service line 


9. Metering equipment 


Total Distribution Plant ( M , & 

L.V.) 


H. PUBLIC LIGHTING 
Street and Signal lighting 

system 
1. GENERAL EQUIPMENT (NOT 
ALLOCATED TO OTHER 

SUB-HEADS) 
1. Land and Rights 


21,368 


21,368 


966 


HARYANA GOVT GAZ , NOV . 10 , 1970 (KRFK . 19 , 1892 SAKA ) 


(PART 1 


1 


2 


3 


4 


5 


6 
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2. Buildings and structures 


11,238 


16,34,278 


14,22,702 
2,00,338 

17,064 
44,537 ) 


3. Office furniture and equipment 


62,958 


1,24,559 


4. Transportation equipment 


15,89,357 
14,39,247 ) 


7,46,377 


37,74,981 


3. Laboratory and meter testing 

equipment 


11,217 


71,733 


82,950 


6. Workshop plant and equipment 


46,236 


93,687 


1,39,923 


7. Tools and works equipment 


4,62,327 


26,58,871 


68,7787 
21,27,766 ) 
( - ) 1,65,4007 

12,41,316 ) 


1 


8. Communication equipment 


( - )58 


10,75,858 


9. Miscellaneous cquipment 


3,07,366 
6,12,908 ) 


18,217 


9,38,491 


4 


10. Other works (to be specified ) 


59,509 


27,758 


87,267 


32,39,867 
58,04,442 


Total GeneralEquipment 


90,44,309 


14,94,237 


1,05,38,546 


K. WIRING AND SALES 
1. Land and Rights 


2. Building and structure 
3. Office furniture and equipment 


. 


** 


4. Show -room equipment 


5. Demonstration equipment 


Total of Wiring and Sales 


L. 


MANUFACTURE OF ELECTRI 

CAL PLANT 


1. Land and Rights 


2. Buildings and structures 


3. Office furniture and equipment 


4. Tools and equipment 


Total of Manufacture of Electrical 

Plant 


27,26,325 
12,36,33,925 ) 


Total of Capital Assets in uge 


12,63,59,620 


2,82,00,849 


15,45,60,469 


Note. -Chital ennditure on items F -9 and G -8 should include contribution made by consumers towards service line charges. 
Note. - The figures showin in opening balınces incl rt: figures of accounts for the period 1-4-67 to 2-5-67 as intimated by 

the P.S.E.B. These figures have been distinctly shown in the opening balances in addition to the closing balances of 
Accounts for 1967-68. 


( S ) NA LAL JAIN 
Chiof Arvints Offirar , 
Haryana State Elecy . Board , 

Chi adigarh . 


(8 ) S.R. SUBRAHMANYAN . 
Accounts & Finance Member, 
Haryana State Elecy , Board , 

Chandigarh . 


( sd ) M.L. KHANNA , 

Technical Member , 
Haryana State Elecy . Board , 

Chandigarh 


(sd ) P.N. SAHNI , 

Chairman , 
Haryana State Elecy . Board , 

Chandigarh . 
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SUBSIDIARY STATEMENT VII 


STATEMENT OF CAPITAL EXPENDITURE FOR THE YEAR ENDING 31-3-69 


Relatlog to B.N.P. B. S 15sidiary Project Consisting of works belon 6.K.V. 


Retirement during tbe year 


Particulars 


Serial 

No. 


Balance at tho Additions 
beginning of the during the 
year 

year 


Remarks 


Sold 


Balance at the 

ead of 
Transfer. Expenses 

the year 
red duo written 
to assets 

off 
ceasing 
to be 
available 
for use 


2 


3 


4 


5 


6 


7 


8 


9 


A. INTANGIBLE ASSETS 


1. Fecs and expenses for the for . 

mation of the Board 


2. Office expenses incidental to 

orgioising the Board 


3. Discount on stocks , Bonds 


etc., issued 


+ Expenses incurred on raising 

finances 


3. Other cxpenses, c.8 . (Coover 

sions ) 


Total Intangible Assets 


B , HYDRAULIC POWER PLANT 


1. Land and Rights 
2. Buildings and civil engineering 

works containing gencrating 

plant and equipment 
3. Hydraulic works forming part 1 

of a hydro -electric system in- , 
cluding - 


1 


(i) Dams, spillways , weirs , 
cinals , reinforced concrete 
flumes and syphons 


( ii) Reinforced concrcto pipe lines 

and surge tanks , steel pipe 
lines, sluice gates , steel surge 
lanks, hydraulic , control valves 
and other hydraulic works 


.. 


4. Water wheels, generators and 
ancillary equipment including 
plant foundations 


5. Switchgear including cable 
connections 


1. Lightening Arrestors 
7. Miscellaneous power plant. 

equipment 
8. Other civil works to be speci 

fied 


(i) Other items 
( ii ) Roads and Railway sidings 
Total Hydraulic Power Plant 
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1 


2 


3 


6 


7 


8 


STEAM POWER PLANT 


1. Land and Rights 


1,71,410 ) 

8,445 


1,79,855 


50,028 


50,028 


2. Buildings and civil engineering 
works containing generating plant 

and equipment 
3. Boiler Plant and equipment 
including plant foundations 


. 


11,40,283 ) 


.. 


.. 


27,29,641 


4. Engines, turbines , Generators 
201 incillary equipment including 
plant foundations 


15,89,356 


S. Water cooling system compris 
ing Cooling towers and circulatiog 
water systems 


6. Switchgear including cable 
connections 


7. Lightening Arrestors 


8. Miscellaneous Power Plant 
equipment 


9. Other civil works (to be speci 

fied 


11,98,7589 
17,60,766 ) 


Tolal Steam Power Plant 


29,59,524 


29,59,524 


D. INTERNAL COMBUSTION 

POWER PLANT 


1. Land and Rights 
2. Buildings and civil engineering 

works containing generating plant 
and equipment 
3. Engines , generators and ancil. 
lary 9 tipment including plant 
foundations 


4. Water cooling system com 
prising cooling towers and circu 
lating water systems 
5. Switchgear including cable 
congcctions 


. 


.. 


6. Lightening Arrestors 
7. Miscellancous power plant 
equipment 
8. Other civil works to be speci. 
fied ) 


Total Internal Combustion 
Power Plant 


B. TRANSMISSION PLANT (HIGH 

OR EXTRA HIGH VOLTAGE) 
I , Land and Rights 


2. Building and structures in 
cluding civil engineering works 
containing transmission plant and 
oquipment 


3. Substation transformers, 
transformer kiosks , substation 
cquipment and other fixed appa 
ratus including plant founda 
tions 
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3 


5 


6 


7 


8 


9 


. 


(i) Transformers including 
foundations having a rating of 
100 kilovolts amperes and over 


(ö ) Others 


cable 


4. Switchgear including 
connections 


5. Synchronous condensors 


6. Towers, Poles , Fixtures, over 
head conductors did devices 


. 


-- 


. 


- . 


. 


(1) Lines on fabricated stoel 
supports operating at nominal 
voltages higher than 66 kilo . 
volts 


( ii ) Lincs on steel or reinforced 
concrete supports operating at 
nominal voltage higher than 13.2 
kilovolts but ot exceeding 66 
kilovolts 


( iii) Other lines on steel 

or 
reinforced concrete support 
(iv ) Lincs on wood supports 
7. (i) Under- ground cables and 
devices including joigt boxes and 
disconnecting boxes 
( ii ) Cable Duet System 


Total Traasmission Plant 


F. DISTRIBUTION PLANT (HIGH 

VOLTAGE) 


1. Land and Rights 


6,74,823 


5,74,339 ) 


] 


33,13,250 

16,487 


99,347 


2. Buildings and structures in : 
cluding civil engineering works 
containing distribution plant and 
equipment 


33,96,110 


3. Substation transformers , 
transformer kiosks, substation 
aquipment and other fixed oppa 
ratus including plant foundations 
(i) Tranformers including 

foundations having a ring of 
100 kilovolts amperes and over 


1,60,71,873 

3,48,063 ) 


1,13,22,390 


2,77,42,326 


(ü ) Other 


7,83,271 

7,112 


4,08,570 


11,98,953 


4. Switchgear including cable 
connections 


5. Towers, Poles , Fixtures, over 
head conductors and devices 


1,65,756 
2,03,45,527 J 


1,02,31,340 


(i) Lincs on steel or reinforced 

concrete supports perating at 
nominal voltages higher than 
13.2 kilovolts 


3,07,42,823 


(ü ) Other lines on steel or rein 

forced concrete supports 


(üi) Lincs on wood supports 


6. Lightening Arrestors 


39,959 


1,23,456 


$ 54 
82,943 


1. Synchronous confonsont 


134 
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4 


s 


6 


7 


8 
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3,68,490 


6,38,737 


8. (i) Under- ground cables and 

devices including joints boxes 
and disconnecting boxes 


1,222 
3,69,025 


( ii ) Cable Duct System 


9. Service lines 


92,26,979 


1,80,18,997 


1,57,639 
86,34,379 ) 


10. Metering equipment 


7,72,341 


17,93,358 


6,870 
10,14,147 


11. Other works 


27,694 


52,371 


24,677 
6,71,313 
5,12,13,329 


Total Distribution Plant (H.V.) 


5,18,84,644 


3,24,97,310 


8,43,81,954 


G , DISTRIBUTION PLANT 

(MEDIUM AND LOW VOLTAGE) 


1. Land and Rights 


2,99,795 


2,99,795 


23,34,003 


23,34,003 


2. Buildings and structures in 
cluding civil engineering works 
containing distribution plant and 
equipment 


3. Substation transformers , 
transformers kiosks, substation 
equipment and other fixed ap 
paratus including plant founda . 
tions 


8,16,284 


2,33,94,042 


2,14,48,153 


) 


(i) Transformers including 

foundations having a rating 
of 100 kilovolt amperer and 
over 
(i) Others 


.. 


4. Switchgear including cable 
connections 


3,30,037 


2,781 
2,06,073 


1,21,183 


] 


5. Towers , Poles, Fixtures, over 
head conductors and devices 


( - ) 54,593 


2,05,40,239 


7,36,74,293 


(i) Lines on steel or reinforced 

concrete supports 


(ii) Lines on wood supports 


6. Lightening Arrestors 


( - ) 1,350 

74,564 ) 


1,36,045 


2,09,259 


.. 


27,497 


63,915 


7. (i) Underground cables and 
devices including joint boxes and 
disconnecting boxes 


6,392 
29,826 


} 


( ii ) Cable Duet System 


.. 


8. Service lines 


3,95,13,206 


.. 


9,73,54,044 


7,10,058 
5,71,00,780 


38,07,160 


1,98,06,735 


9. Metering equipment 
10. Other Works 


1,33,883 
1,58,65,692 


(i) Other items 


1,66,322 


8,936 


1,75,258 


(ii) Rly sidings and Roads 


2,676 


} 


174 


2,850 


8,26,976 
15,07,16,531 


15,15,43,507 


6,50,00.724 


21,65,44,231 


Total Distribution Plant (M.& L.V .) 
H. PUBLIC LIGHTING 


2,68,410 


9.54 594 


1. Street and signal lighting 
system 


24,846 
6,61,338 ) 
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3 


7 


8 
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2 Buildings and structures 


18,501 
3,07,508 


3,64,035 


6,90,044 


3 Office furniture and equipment 


4,1027 
3,74,616 ) 


76,636 


4,55,354 


4 Transportation equipment 


9,10,460 


35,30,979 


44,41,439 


5 Laboratory and meter testing 

equipment 


46,671 


29,388 ) 


17,245 


6 Workshop plant and equipment 


1,52,755 


50,928 


2,03,683 


7 Tools and works equipment 


4,27,163 


22,85,258 


8 Communication equipment 


1,287 
18,56,808 ) 

447 
19,35,156 j 
( - ) 2,175 ) 

7,49,373 


1,59,469 


20,95,072 


9 Miscellancous equipment 


16,785 


7,63,983 


10 Other works (to be specified ) 


447 


16,549 ) 


33,315 


49,908 


22,024 
64,36,556 


Total General equipment 


64,58,580 


49,41,411 


1,13,99,991 


K. WIRING AND SALES 


1 Land and Rights 


2 Buidlings and structure 


3 Office furniture and equipment 


4 Show -room equipment 
5 Demonstration equipment 


Total of Wiring and Sales 


1. MANUFACTURE OF ELECTRICAL PLANT 


1 Land and Rights 


2 Buildings and structures 


5,255 


10,772 


16,027 


3 Office furniture and equipment .. 
4 Tools and equipment 


6,197 


6,197 


Total of Manufacture of Electrical Plant 5,255 


16,969 


22,224 


33,05,9271 
21,0,31,767 ) 


TOTAL OF CAPITAL ASSETS 

IN USE 


21,35,37,694 


10,27,24,824 


31,62,62,518 


Note : —Capital expenditure on items F 9 and G 8 should include contribution made by consumers towards service line 

chargis 
Note: -- The afigures shown in opening balances include figures of accounts for the pericd 1-4-67 to 2-5-67 as intimated by the P.S.E.B. 

These figures have been distinctly shown in the opening balances in addition to the closing balances of Accounts for 

1967-68. 
Sd . Jia Lal Jain , Sd . S. R. Subrahmanyan , 

Sd . M.L. Khanna , Sd . P. N. Sahni, 
Chief Accounts Officer, Accounts & Finance Member , Technical Member , 

Chairman 
Hatyana State Elecy ., Board , Haryana State Elecy ,. Board , Haryana State Elecy . Board , Haryana State Elecy . Board , 
Chandigarh . Chandigarh . 

Chandigarh 

Chandigarh . 
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SUBSIDIARY STATEMENT VU 


STATEMENT OF CAPITAL EXPENDITURE FOR THE YEAR ENDING 31$ T MALCH , 1969 

Relating to Diesel Sets in Haryana 


Retirement during the year 


Remarks 


Particulars 


Serial 

No. 


Balance at the 
beginning of 


Additions 
during the 

year 


the year 


Sold Transferred Expenses Balance at 
due to 

written the end of 
assets off 
ceasing 

to be 
available 


the year 


for use 


1 


1 


2 


3 


5 


6 


7 


8 


9 


A. INTANGIBLE ASSETS 


1. Pees and expenses for the 
formation of the Board 


2. Office exp ases incidental to 
organising the Board 
3. Discount on stocks, Boods 
etc. issued 


4. Expenses incurred on raising 
finances 


.. 


3. Other expenses , e. g. (conver- ? 
sions) 


.. 


Total Intangible Assets 


B. HYDRAULIC POWER PLANT . 


1. Land and Rights 


2. Buildings and civil engineering 
works containing generating plant 
and equipment 
3. Hydraulic works forming part 
of a hydro -electric system includ 
ing 
(i) Dams, spillways , weirs , canals , 

reinforced concrete flumes and 
syphons 


.. 


(ii) Reinforced concrete pipe lines 

and surge tanks , steel pipes - 
lin s , slnice gates , steel suirge 
tanks , hydraulic control valves 

and other hydraulic works 
4. Water wheels , generators and 
ancillary equipment including 
plant foundations 


. 


+ 


5. Switchgear including cable 
conncctions 


6 Lightening Arrestors 


។ 


.. 


+ 


7. Miscellaneous Power Plant 

equipment 
8. Other civil works 
specified ) 
(i) Other items 


(to be 


.. 


( ) Roads and Railway sidings 


Total Hydraulic Power Plant 
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1 


2 


3 


5 


6 


8 


C. STEAM POWER PLANT 


62. 


62 


1. Land and Riglets 
2. Buildings and civil engineering 
works containing generating plant 
and equipment 
3. Boiler plant and cquipment 
including plant foundations 


3,98,634 
(--- )58,117 


3,40,517 


20,29,595 

6,114 


.. 


t. Engines, Turbines , Generators 
and ancillary equipment includ 
ing plant foundations 


20,35,739 


5. Water cooling system CODI 
prising cooling towers and circu 
lating water systems 


6. Switchgear including cable 
connections 


1,18+ 


30 


7. Lightening Arrestors 
8. Miscellaneous power plant 

cquipment 
9. Other civil works (to be 
specified ) 


1,214 
925 


677 
248 


24,29,723 
( - )51,296 


Total Steam Power Plant 


23,78,427 


30 


23,78,457 


D. INTERNAL COMBUSTION 

POWER PLANT 
1. Land and Rights 


2. Buildings and civil engineering 
works containing generating plant 
and equipment 


.. 


3. Engines , generators and ancil. 

lary equipment including plant 
foundations 


.. 


: 


4. Water cooling system com 
prising cooling towers and circu 
lating water systems 
5. Switchgear including cable 
connections 


. 


6. Lighteniog Arrestors 
7. Miscellaneous power plant 
equipment 


8. Other civilworks (to be speci. 

fied) 


| Total Internal Combustion Power 

Plant 


E. TRANSMISSION PLANT (HIGH 

OR EXTRA HIGH VOLTAGS) 


1. Lard and Rights 


- 


2. Buildings and structures in 
cluding civil engineering works 
containing transmission plant and 
equipment 
3. Substation transformers , trans 
formers kiosks , substation equip 
ment and other fixed apparatus 
including plant foundations 
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3 
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2 


(i) Transformers including 

foundations having a rating of 
100 kilovolt amperes and over 


( ü ) Others 


cithic 


4. Switchgear including 
connections 


3. Synchronous condensers 


. 


.. 


A. Towers, Poles, Fixtures, over 
head conductors and devices 


(i) Lincs op fabricated steel sup 

ports operating at nominal 
voltages higher than 66 kilovolts 


( ii ) Lines on steel or reinforced 

concrete supports operating at 
nominal voltage higher than 
13.2 kilovolts but not exceed 
ing 66 kilovolts 


.. 


re 


(w ) Other lines on steci or 

inforced concrete supports 


(iv ) Lines on wood supports 


7. (i) Uuderground cables and 

devices including joint boxes 
and disconnecting boxos 


( ü ) Cable Duct System 


Total Transmission Plant 


F. DISTRIBUTION PLANT (HIGH 

VOLTAGE ) 


1. Land and Rights 


2. Buildings and structures in 
cluding civil engineering works 
containing distribution plant and 
equipment 


1. Substation transformers , 
transformer kiosks , substation 
cquipment and other fixed eppa 
ratus including plant foundations 


(i) Transformers including 

foundations having a rating 
of 100 kilovolts amperes and 
ovet 


.. 


.. 


.. 


(ii) Others 


4. Switchgear including cable 
connections 


.. 


.. 


5. Towers, Poles, Fixtures , overhead ) 

conductors and devices 


(i) Lincs on steel or reinforced 

concrctc supports operating at 
nominal voltages higher than 
13.2 kilovolts 


(ii) Other lines on steel or reinfor 

ced concrete supports 


( ii ) Lincs on wood supports 
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2 


3 


S 


6 


7 


8 


6. Lightening Arrestors 


7. Synchronous condensers 


8. (i) Underground cables and 
devices including joint boxes 
and disconnecting boxes 


(ü ) Cable Duct System 


9. Service Lines 


10. Metering cquipnicul 


11. Other works 


Touat Distribution Plant (H.V.) .. 


G. DISTRIBUTION PLANT 

(MEDIUM AND LOW VOLTAGE ) 


1. Land and Rights 


2. Buildings and structures 

cluding civil enginecring works 
containing distribution plant 
and equipment 
3. Substation transformers , trans 
former kiosks, substation eq . 
uipment and other fixed apparat 
tus including plant foundations 
(1) Transformers including founda . ) 
tions having rating of 
100 kilo volts amperes and over 


a 


. 


(ii) Others 


4. Switchguar including cable 
connections 


5. Towers , Poles , overhead con 

ductors and devices -- 


(i ) Lines on steel or reinforced 

concrete supports 


.. 


.. 


.. 


( ii ) Lines on wood supports 


6. Lightening Agrestor s 


7. (i) Under -ground cables and 
deviocs including joint boxes and 
disconnecting boxes 


(ü ) Cable Duct Systeni 


. 


8. Servicc lines 


.. 


9. Metering equipment 


Total Distribution Planı 
( M & L.V .) 


If . PUBLIC LIGHTING 


نما 


} 


1. Steel and signal lighting system 
1. GENERAL EQUIPMENT (NOT 
ALLOCATED TO OTHER SUB 

HEADS ) 


1. 1.1 แ d and rights 
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3 


4 


5 


6 


7 


8 
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2. Buildings and structures 


27,827 ) 
8,425 J 


36,252 


3. Office furniture and equipment 


4. Transportation cquipment 
S. Laboratory and meter testing 

equipment 
6. Workshop plant and equip 

ment 


.. 


.. 


18,451 


18,451 


.. 


7. Tools and works equipment.. 


19,089 ) 
( - )1,307 ) 


17,782 


. 


370 


370 


8. Communication equipment .. 
9. Miscellaneous oquipment 
10. Other works (to be specified ) 


6,040 


6,040 


3.203 


3,203 


.. 


68,9407 
13,158 ) 


Total General Equipment 


82,098 


82,098 


K. WIRING AND SALES 


1. Land and Rights 


2. Buildings and structure 


3. Office furniture and equipment 


Show -room equipment 
Demonstration equipment 


Total of Wiring and Sales 


L. MANUFACTURE OF ELECTRI 

CAL PLANT 


I , Land and Rights 


2. Buildings and structures 
3. Office furniture and equipment 


4. Tools and equipment 


- 1 


TotalofManufacture ofElectri 

cal Plant 


24,98,6667 
( - )38,138 


Total of Capital Assets in use 


24,60,528 


30 


24,60,558 


Note. - Capital expenditure on items F -9 and G -8 should include contribution made by consumers towards service line charges . 

Note. — The figuras shown in opening balances include figures of accounts for the period 1-4-67 to 2-5-67 as intimated by the 
P.S.E.B. These figures have been distinctly shown in the opening balances in addition to the closing balances of Accounts for 
1967-68 . 


( Sd . ) M. L. KHANNA . 


(Sd .) P.N.SAHNI. 


(S 1. ) JIA LAL JAIN , 

(Sd . ) S.R.SUBRAHMANYAN . 
Chiof Accounts Officer, 

Accounts & Finance Member, 
Haryana State Elecy . Board , Haryana State Elecy . Board ., 
Chandigarh . 

Chandigarh 


TechnicalMember , 
Haryana State Elecy, Bourd , 
Chandigarh . 


Chairman . 
Haryana State Elecy . Board , 

Chandigarh . 
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SUBSIDIARY STATEMENT VTI 
STATEMENT OF CAPITAL EXPENDITURE FOR THE YEAR ENDING 31-3-69 


Relating to Thermal Set at Paridabad 


Retirement during the year 


Particulars 


Serial 
No. 


Sold 


REMARKS 


Balance at the 
beginning of 

the ycar 


Additions 
during the 

Year 


Transfer- Expenses Balance at 

red due to written the end of 
assets ceas . off 

the year 
ing to be 
available 


for use 


1 


2 


3 


4 


5 


6 


7 


8 


9 


A. INTANGIBLE ASSETS 


1. Fees and expanses for the for 

mation of the Board 
2. Office expcasco incidental tu 

organising the Board 


3. Discount on stocks, Boods etc. 

issued 


4. Expenses incurred og raising 

finances 


5. Other expenses , e.g. (conver-> 

sions) 


Total Intangible Assets 


B. HYDRAULIC POWER PLANT 

1. Land and Rights 


1. Buildings and civil engineering 

works containing generatiog plant 
and equipment 


3. Hydraulic works forming part 

of a hydro -electric system includ 
ing : 


(i) Dams, spillways , weirs , canals } 
reinforced concrete flumes and 
yphons 


--- 


.. 


(ii) Reinforced concrete pipe 

lings and surge tanks, steel pipe 
lines, sluice gates , steel surge 
tanks , hydraulic control valves 
and other hydraulic works 


1. Watcr wheels, generators and 

ancillary equipment including plant 
foundations 


5. Switchgear including cable 

cognections 


. 


6. Lightening Arrestors 


7. Miscellaneous power plant 

cquipment 


8. Our civil works (1 ) be spovi 

fied ) 


( i ) Othe : in 


( 11 ) Riraus anu Rallysidings 


TotalHydraulic Power Plant 


978 


HARYANA GOVT GAZ ., NOV. 10. 1970 (KRTK , 19 , 1892 SAKA ) 


(PART 1 


1 


2 


3 


4 


6 


7 


9 


C. STEAM POWER PLANT 


8,131 


8,131 


46,63,492 

12,480 


24.093 


47,00,065 


] 


1. Land and Rigths 
2. Buildings and civil engineering 

works containing generating plant 

and equipment 
3. Boiler plant and equipment 

including plant foundations 
f, Engines , Turbines , Gencrators 

and ancillary equipment including 
plant foundations 


4,05,268 


4,05,268 


1,72,21,087 

19.57,467 


6,18,876 


1,97,97,430 


2,82,394 


2,82,394 


5. Water cooling system compris 

ing cooling towers and circulat 
ing water systems 


6. Swtichgear including cable 

connections 


.. 


7. Lightening Arrestors 


8. Miscellancous power plant 

equipment 


9. Other civil works (to be speci 

fied ) 


(0 ) Others items 


1,39,282 


12,889 


1,52,171 


( ii ) Roads and Railway sidings 


3,585 


3,585 


2,27,19,654 

19,69,947 


بیمه 


Total Steam Power Plant 


2,46,89,601 


6,59,443 


2,53,49,044 


D. INTERNAL COMBUSTION POWER 

PLANT 


1, Land and Rights 


.. 


2. Buildings and civl engineering 

works containing generating planı 
and cquipment 


.. 


3. Engines, generators and ancil 

lary equipment including plant 
foundations 


.. 


.. 


+ Water cooling system comprising 

cooling towers and circulating water 
systems 


.. 


5. Switchgear including cable 

connections 


6. Lightening Arrestor > 


7. Miscellancous power plant 
8. Other civil works (to be speci 

fied ) 


Total Internal Combustion Power 

Power Plant 


E , TRANSMISSION PLANT (HIGH 
OR EXTRA HIGH VOLTAGE ) 


1. bad wd Right 
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2. Buildings and structures in 
cluding civil enginccring works 
containing transmission plant and 
equipment 


3. Substation transtomer » , Irany 
former kiosks , substation equip 
ment and other fixed apparatun 
including plant foundations 
(i) Transformers including foun . 
dations having a rating of 100 
kilovolt amperes and over 


1,21,484 


(iil Others 


.. 


1,21,484 


.. 


4. Switchgear including cable 
connections 


5. Synchronous condensers 


.. 


6. Towers , Poles, Fixtures , over 
head conductors and devices -- 


( i) Lines fabricated steel 

supports operating at nomi 
nal voltages higher than 66 kilo . 

volts 
(ii) Lincs on steel or reinforced 

concrete supports operating at 
nominal voltage higher than 
13.2 kilovolts but not exceeding 
66 kilovolts 


( iii ) Other lines on steel or rein . 

forced concrete supports 


(iv ) Lines on wood supports 


7. (i) Vader- ground cables and 

devices including joint boxes 
and disconnecting boxes 


(ii) Cable Duct System 


Total Transmission Plant 


1,21,484 


1,21,484 


E DISTRIBUTION PLANT ( HIGH 

VOLTAGE ) 


1. Land and Rights 


2. Buildings and structures inclu 
ding civil engineering works 
containing distribution plant and 
equipment 


3. Sub -station transformers , 
transformer kiosks, sub -station 
equipment and other fixed appara 
tus including plant foundations 
(1) Transformers including fouo . ) 

dations having a rating of 100 
kilovolts amperes and over 


1,59,700 


1.59,700 


(ii) Others 


4. Switchgear 
connections 


including cable 


5. Towers, Poles , Fixtures , Wer 
head conductors and devices 


(i) Lines on stcelo r reinforced 

concrete supports operating 
at nominal voltages higher than 
13.2 kilovolts 


( ii) Other lines on stcolor rein 
forced concrete supports 


(it ) Lines on wood supports 


J 
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Lightening Antestors 


7. Syacthonous condcasets 
8. (i) Under - ground cables and 
devices including joint boxes and 
disconnecting boxes 


.. 


(i ) Cable Duct System 


9. Service lines 


10. Metering equipment 


Total Distribution Plant (H.V. ) 


1,59,700 


1,59,700 


G. DISTRIBUTION PLANT (MEDIUM 
AND LOW VOLTAGE ) 


1. Land and Rights 


.. 


.. 


2. Buildings and structures in 
cluding civil enginecring works 
containing distribution plant and 
equipment 


3. Substation transformers , 
transformer kiosks, substation 
equipment and other fixed appara 
tus including plant foundations 
(i) Transformers including ſound - 1 

ations having a rating of 100 
kilovolt amperes and over 


+ 


. 


(ü ) Others 


4 , Switchgear 
connections 


including cable 


5. Towers, Poles, Fixtures, over 
head conductors and devices , 


(i) Lines on steel or reinforced 

concrete supports 


.. 


.. 


. 


.. 


.. 


. 


(i ) Lines on wood supports 
6. Lightening Arrestors 
7. (i) Under ground cables and 

devices including joint boxes 

and disconnecting botes 
( 11) Cable Duct System 


.. 


.. 


.. 


.. 
.. 


8. Service lines 


9. Metering equipment 


Total Distribution Plant ( M & L.V .) 


H. PUBLIC LIGHTING 


1. Street and Signal lighting sys 


I. GENERAL EQUIPMENT (NOT 
ALLOCATED 

TO 

OTHER 
SUB - HEADS) 


1. Land and Rights 
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2. Buildings and structures 


( - ) 35,927 

17,155 


6,921 


( - ) 11,851 


3. Office furniture and equipment 


33,717 


33,717 


4. Transportation equipment 


54,056 


4,007 


58,063 


9,399 


8,732 


5. Laboratory and meter testing 
equipment 


. 


18,151 


6. Workshop plant and equipment 


2.25,753 

238 


2,25,991 


7. Tools and works equipment 


502 


1,62,385 


38,145 


8. Communication equipment 


2,175 


34,055 


36,230 


9. Miscellaneous equipment 


( ..) 1,04,554 


( -) 1,04,554 


10. Other works (to be specified ) 


16,996 


3,117 


20,113 


3,78,435 

2,456 


] 


Total Graeral Equipment 


3,80,891 


57,354 


4,38,245 


K. WIRING AND SALES 


1. Land and Rights 


2. Buildings and structure 


3 , Office furniture and equipment 


4. Showroom 


equipment 


5. Demonstration equipment 


Total of Wiring and Sales 


L. MANUFACTURE OF ELECTRICAL 

PLANT 


1. Land and Rights 


?, Buildings and structures 


3. Office furniture and equipment 


4. Tools and equipment 


Total of Manufacture of Electrical 

Plant 


2,33,79,273 1 

19,72,403 ; 


Total of Capital Assets in use 


2,53,51,676 


7,16,797 


2,60,68,473 


Note . -Capital expenditure on items F9 and G.8 should include contribution made by consumers towards service line charges . 


Note. -The figures shown in opening balances includefigures of accounts for the period 1st April , 1967 to 2nd May , 1967 as intimated 

by ! 13 P.S.E.B. These figures have been distinctly shown in the opening balances in addition to the closing balances of 

Accounts for 1967-68 . 


(Sd.) JIA LAL JAIN , 

Chief Accounts Officer, 
Hylt 1:11 : El: cy ,Bird, 
Chuniig urh . 


( Sd .) S.R. SUBRAHMANYAN , ( Sd .) K , M.L , KHANNA , (Sd .) P.N.SAHNI, 
Accounts and Finance Member, Technic !! Member , 

Chairman , 
Hiry111 State Elecy . Board , Hiry 113 State Elecy . Board , Huryana State 
Chin Jigarh 

Chandigarh . 

Elecy . Board , Chadigarh . 


982 


HARYANA GOVT GAZ ., NOV . 10 , 1970 (KRTK . 19 , 1892 SAKA ) 


[ PART ) 


SUBSIDIARY STATEMENT VII 


STATEMENTOF CAPITAL EXPENDITURE FOR THB YEAR ENDING 31-3-69 


Relating to Thermal Set at Delhi 


Retirement during the year 


Serial 

No. 


Remarks 


Particulars 


Balance at the Additions 
beginning of the during the 
year 

year 


Sold 


Balance at 

the end of 
Transfer. Expenses the year 
red due written 
to assets 

off 
casing to 
be avail 
able for 

use 


1 


2 


3 


5 


6 


7 


8 


9 


A. INTANGIBLE ASSETS 


1. Fees and expenses for the for 

mation of the Board 


2. Office expenses incidental to 

organising the Board 


3. Discount on stocks, bonds etc., 

issued 


4. Expenses incurred on raising 

finances 


5. Qther expenses e.g. (conver 

sions) 


Total Intangible Assets 


B. HYDRAULIC POWER PLANT 


1. Land and Rights 


2. Buildings and civil engineering 

works containing generating plant 

and equipment 
3. Hydraulic works forming part 

of a hydro - electric system 

including 
(i) Dams, spillways , weirs , canals , 

reinf ;rced concrete flumes 

and syphons 
(ü ) Reinforced concrete pipe lines 

and surge tanks, steel pipe 
lines, sluice gates , steel surge 
tanks , hydraulic control valves 
nd other hydraulic works 


1 


. 


.. 


4. Water wheels, generators and 

ancillary equipment including 
plant foundations 


. 


.. 


5. Switchgear including cablo 

connections 


6. Lightening Arrestors 


7. Miscellaneous power plant 

equipment 


8. Other civil works (to be speci 

ficd ) 


0 ) Other items 


(ü ) Roads and Railway slidings 


TotalHydraulic Power Plant 
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C. STEAM POWER PLANT 


1. Land and Rights 


2. Buildings and civil engineering 

works containing generating 

plant and equipment 
3. Boiler plant and equipment 

including plant foundations 
4. Engines, Turbincs, Generators 6,94,84,3367 

and a icillary cqipment includ . ( -- )23,39,324 ) 
ing plant foundations 


96,65,802 


7,68,10,814 


5. Water cooling system com 

prising cooling towers and 
circulating water systems 


.. 


6. Switchgear including cable 

connections 


7. Lightening Arrestors 
8. Miscellancous power 

equipment 


plant 


9. Other civil works ( to be speci 

fied ) 


6,94,84,336 
( - )23,39,324 


Total Steam Power Plant 


6,71,45,012 


96,65,802 


7,68,10,814 


D. INTERNAL COMBUSTION 

POWER PL ANT 


1. Land and Rights 


2. Buildings and civil engineering 

works containing gencrating 

plant and cquipment 
3. Engines, generators and ancil 

lary equipment including plant 
foundations 


4. Water cooling system com 

prising cooling towers and 

circulating water systems 
5. Switchgear including cable 

connections 


6. Lightening Arrestors 


3 


7. Miscellancous power plant and 

equipment 


8. Other civil works (to be speci 

fied ) 


Total Internal Combustion Power 

Piant 


8. TRANSMISSION PLANT (HIGH 

OR EXTRA HIGH VOLTAGE ) 


1. Land and Rights 


2. Buildings and structures in 

cluding civil engincering works 
containing transmission plant 

and cquipment 
3. Substation transformers , 

kiviks, substation equipment 
and other fixed appa 

tatus including plant foundations 
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(i) Transformers including 

foundatis ins having a rating 
of 100 kilovolt amperes and 
over 


(ii) Others 


4. Switchgear including cable 
connections 


.. 


.. 


5. Synchronous condensors 


. 


6. Towers , Poles, Fixtures, over 
head conductors and devices 


.. 


(i) Lines on fabricated steel sup . 

ports op rating at nominal 
voltages higher than 66 kilo 
volts 


.. 


( ii ) Lines on steel or reinforced 

concrete supprts opurating 
at nominal v Itage higher than 
13.2 kil Vults but not excoed 
ing 66 kilovolts 


ü ) Other lines on steel or rc 
inforced concrete supports 


( iv ) Lines on wood supports 


7. (i) Underground cables and 
devices including juint boxes and 
disconnecting buxes 


(ü ) Cable Duct System 


Total Transmission Plant 


F. DISTRIBUTION PLANT (HIGH 

VOLTAGE) 


1. Land and Rights 


. 


.. 


2. Buildings and structures in 
cluding civil engineering works 
containing distribution plant and 
cquipment 
3. Sub -station transformers , 
transfusmers kiosks , substation 
equipment and other fixed appa 
ratus including plant foundations 


(i) Transformers including 

foundations having a rating of 
100 kilovolts amperes and over 


(ü ) Others 


4. Switchgear including cablo 
connections 


.. 


5. Towers , Poles , Fixtures , over 
head conductors and devices 


2 


(i) Lines on steel or reinf rced 

concrete supports operating 
at nominal voltages higher 
than 13.2 kilovolts 


(i ) Other lines on steel or rein . 

forced concrete supports 


(ü ) Lines on wood supports 


is 
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6. Lightening Arrestors 


7. Synchronous condensers 


8. (i) Underground cables and 
devices including j int buxes and 
disconnecting buxes 


(ü ) Cablc Duct System 


9. Service lines 


10. Motering equipment 


Total Distribution Plant (H.V.) 


G. DISTRIB UTION PLANT 

(MEDIUM AND LOW VOLTAGES ) 


1. Land and Rights 


2. Buildings and structures 
cluding civil engincering works 
containing distribution plant and 
equipment 
3. Substation transformers , 
transformer kiosks , substation 
equipment and other fixud apps . 
ratus including plant foundations 


(i) Transformers including 
foundations having a rating of 
100 kilvolt amperes and over 


( ü ) Others 


4 , Switchgear inluding cable 
connections 


5. Towers, Poles, Fixtures, over 
head conductors and devices 


(i) Lines on steel or reinforced 

concrete supports 
(ii) Lines on wood supports 


comery 


.. 


.. 


6. Lightening Arrestors 


7. (i) Underground cables and 
devices including juint buxes and 
disconnecting buxcs 


(ü ) Cable Dust System 


8. Servicc tincs 


9. Metering equipment 


Total Distribution Plant (M. & 

L.V.) 


H. PUBLIC LIGHTING 


1, Steel and Signal Lighting 
System 


1. GENERAL EQUIPMENT (NOT 
ALLOCATED 10 OTHER SUB 

HEADS ) 


1. Land and Rights 
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2 Buildings and structures 


.. 


3. Office furniture and equipment 
4. Transportation equipment .. 


$ . Laboratory and meter testing 

quipment 
6. Workshop plant and equipment 


7. Tools and works equipment 


8. Communication equipment 


. 


9. Miscellaneous equipment 
10. Other works (to be specified ) 


. 


Total General Equipment 


K. WIRING AND SALES 


1. Land and Rights 


2 Buildings and structures 


3. Office furniture and equipment 


4. Show -room equipment 


5. Demonstration equipment 


Total of Wiring and Sales 


L. MANUFACTURE OF ELECTRICAL 

PLANT 


1. Land and Rights 


.. 


.. 


2. Buildings and structures 


3. Office furniture and equipment 


.. 


4. Tools and equipment 


.. 


Total of Manufacture of Electri 

cal Plant 


6,94,84,336 
( - )23,39,324 ) 


TOTAL OF CAPITAL ASSETS 

IN USE 


6,71,45,012 


96,65,802 


7,68,10,814 


Note.- Capital expenditure on itemsF -9 and G -8 should include contribution made by consumers towards service line charges . 
Nore . - The figures shown in opening balances, include figures of accounts for the period 1-4-67 to 2-5-67 as intimated by the 

P.S.E.B. These figures have been distinctly shown in the opening balances in addition to the closing balances 
o Accounts for 1967-68 . 


( Sd). JIA LAL JAIN , 

Chief Accounts Officer, 
Haryana State Elecy . Board , 
Chandigarh 


(Sd ). S.R. SUBRAHMANYAN , 

Accounts & Finance Member , 
Haryana State Elecy , Board , 
Chandigarh . 


(Sd ). M.L. KHANNA , 
TechnicalMember, 
Haryana State Elecy . Board , 
Chandigarh . 


( Sd ). P.N. SAHNI, 

Chairman , 
Haryana State Elecy Board , 
Chandigarh . 
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SUBSIDIARY STATEMENT VII 


STATEMENT OF CAPITAL EXPENDITURE FOR THE YEAR ENDING 31-3-69 


Relating to Beis Dim at Pong 


Retirementduring the year 


Serial 
No. 


Particulars 


Sold 


Bilince il the 
beginaing of the 

Yeur 


Additions 
during the 

усі.r 


Remarks 


the year 


Transfer- Expenses Balance si 
red due to written the end of 
assets 

off 
seasing to 
to be avail 
able for 

use 


3 


7 


9 


A. INTANGIBLE ASSETS 

1. Fors and expenses for the for 
mation of the Board 


2. Office expenses incidental to 
organising the Board 


3. Discount on Stocks, Bonds 
etc , issued 


4. Expenses incurred on raising 
finances 


3. Other expeases , e.g. (conver 
sions) 


Total Intangible Assets 
B , HYDRAULIC POWER PLANT 


6,95,151 


6,95,151 


1. Land and Rights 
1. Buildings and civil engineering 
works containing generating plant 
and equipment 
? . Hydraulic works forming part 
of a hydro -electric system includ . 
ing 


(i) Dams, sipillways , weires, 

Canals, reinforced concrete 
flumes and syphoas 


13,69,18,173 

77,28.191 


4,26.75,472 


18,73,21,838 


( ii ) Reinforced concrete pipe lines 

and surge tanks, steel pipe lines, 
sluic : gites, steel surge ta nks , 
hydraulic control valves and 

other hydraulic works 
4. Water wheels, generators and 
ancillary cquip.nent including 
plant foundations 


} 


.. 


3. Switchgear including cable 

connections 
6. Lightening Arrestors 
7. Miscellaneous power plant 

equipınent 
8. Other civil works ( to be speci 
fied ) 


(i) Other items 


li) Roids and Railways sidings 


13,76,13,326 

77,28,191 


Total Hydraulic Power Plant 


14,53,41,517 


4,26,75,472 


18,80,16,989 
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C. STEAM POWER PLANT 


1. Land and Rights 


2. Buildings and civil engineering 
works cyt.zining generating plan ! 
and cquipment 


3. Boiler plant and equipment 

including plant foundations 
4. Eogines , Turbines, Generators 
and ancillaay equipment including 
plant foundations. 
5. Witer c.aliag system compris . 
ing cooling towers and circulating 
water systems 


.. 


6. Switchgear including cable 
connections 


7. Lightening Arrestors , 


8 , Miscellaneous power plant 

equipment 
9. Other civil works (to be specj 
fied ) 


Total Steain Power Plant 


D , INTERNAL COMBUSTION 

POWER PLANT 


1. Land and Rights 


2. Buildings and civil engineering 
works containing generating plant 
and equipment 


3. Engines , generators and ancil 
lary equipment including plant 
foundations 


4. Water cooling system comprising 
cooling towers and circulating 
water systems 


5. Switchgear including cable 
connections 


6. Lightening Arrestors 


7. Miscellacous power plant 
equipment 


8. Other civil works (to be specj. 
fied) 


Total internal Cumbustion Power 

Plaat 


E TRANSMISSION PLANT (HIGH 

OR EXTRA HIGH VOLTAGE) 


1. Land and Rights 


61 


61 


$ 22 


$ 22 


2. Buildings and structures in 

cluding civil enginecring works 
containing transmission plant 
and equipment 
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3. Substation transformers 
transformer kiosks, substation 
equipment and other fixed appa 
ratus including plant foundations 
(i ) Transformers including found 
ations having a rating of 100 kilo 

volt ampares and over 


12,64,308 


12,64,308 


(ii) Others 


3,97,167 


3,97,167 


4. Switchgear 

including cable 

connections 
5. Synchronous condenser s 


6. Towers , Pales , Fixtures , over 
head conductors and devices 


(0 ) Lines on fabricated steel sus 

port s operating at naninai 
voltages higher than 66 kilo 
Volts 


41,19,205 


41,19,205 


(11) Lines on steel or reinforced con . 
crite supports operating at nominal 

voltage higher than 13.2 kilo 
volts but not exceeding 66 
kilovolts 


( iii) Other lincs on stecl or re 

inforced concrete supports 


- 


(iv ) Lines on wood supports 
7. (i) Under-ground cables and 

devices including joint boxes 
and disconnecting buxes 


.. 


(ii) Cable Duct System 


2,758 


2.758 


8. Other works (to be specified ) 


Total Transmission Plant 


57,84,021 


57,84,021 


F. DISTRIBUTION PLANT (HIGH 

VOLTAGE) 


1. Land and Rights 


2. Buildings and structures inclu 
ding civil engineering works 
containing distribution plant and 
equipment 
3. Sub -station transformers , 
transformer kiosks , substation 
equipment and other fixed appara 
tus including plant foundations 


(0 ) Transformers including 
foundations having a rating of 
100 kilovolts amperes and over 


1 . 


(ii) Others 


. 


. 


.. 


4. Switchgear including cable 

connections 
5. Towers , Poles , Fixtures , over 
head conductors and devices 


(i) Lines on stcel or reinforced 
concrete supports operating at 
nominal voltages higher than 13.2 
kilovolts 


$ 


( ii ) Other lines on steel or rein 

forced concrete supports 


( iii) Lines on wood supports 
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6. Lightcning Arrestors 


.. 


7. Synchronous condensers 


. 


.. 


. 


8. (i) Under ground cables and 
devices including joint boxes and 

disconnecting boxes 


( 11 ) Cable Duct System 


.. 


9. Service lines 


10. Metering equipment 


Total Distribution Plant (H.V.) 


G. DISTRIBUTION PLANT 

(MEDIUM AND LOW VOLT 

AGE ) 
1. Land and Rights 


.. 


.. 


2. Buildings and structures include 
ing civil engineering works con 
taining distribution plant and 
equipment 


3. Substation transformers , 
transformer kiosks, substation 
equipment and other fixed appar 
atus including plant foundations 


(1) Transformers including found 

ations having a rating of 100 
kilovolt amperes and over 


. 


.. 


.. 


. 


. 


(ii) Others 
4 Switchgear including cable 
connections 
5. Towers, Poles, Fixtures, over 
head conductors and devices 


(i) Lines on steel or reinforced 

concrete supports 


.. 


.. 


. 


(ii) Lines on wood supports 


.. 


6. Lightening Arrestors 
7. (i) Underground cables and devices 

including joint boxes and dis 
connecting boxes 


. 


.. 


(ii) Cable Duct System 


8. Service lines 


9 , Melcring equipment 


Total Distribution Plant 

(M. & L.V.) 


H. PUBLIC LIGHTING 


1, Street and Signal Lighting 
System 


2. GENERAL EQUIPMENT (NOT 

ALLOCATED TO OTHER SUB 
HEADS) 


1. Land and Rights 


2. Buildings and structures 


20,610 


20,610 


3. Office furniture and equipment 
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4. Transportation equipment .. 


5,36,618 


. 


5,36,618 


5. Laboratory and meter testing 

cquipment 
6. Workshop plant and equipment 
7. Tools and works equipment.. 
8. Communication equipment 


5,70,702 


2,05,366 


7,76,068 


15,648 


15,648 


9. Miscellaneous equipment 


10. Other works (to be specified ) 


146 


146 


Total General Equipment 


5,70,702 


7,78,388 


13,49,090 


K , WIRING AND SALES 


1. Land and Rights 


2. Buildings and structures 


. 


.. 


3. Office furniture and equipment 
4. Show -room equipment 
5. Demonstration equipment 


. 


.. 


.. 


+ 


. 


.. 


Total ofWiring and Sales 


L. MANUFACTURE OF ELECTRICAL 

PLANT 


1. Land and Rights 


.. 


2. Buildings and structures 


3 , Office furniture and equipinent 


.. 


. 


.. 


4. Tools and equipment 


Total of Mapufacture of Electrical 
Plant 


.. 


13,81,84,028 ) 


77,28,191 


Total of Capital assets in use 


14,59,12,219 4,92,37,881 


19,51,50,100 


Nore. - Capital expenditure on items F9 and G 8 should include contribution made by consumers towards service line chargus . 
Note - The figures shown in opening balances include figures of accounts for the period 1st April, 1967 to 2nd May, 1967 as inti 

mated by the P.S.E.B. These figures have been distinctly shown in the opening balances in addition to the closing 
balances of Accounts for 1967-68 . 


(Sd .) P. N. SAHNI, 


( Sd . ) JIA LAL JAIN , (Sd.) S. R. SUBRAHMANYAN , ( Sd.) M. L. KHANNA , 
Chief Accounts Officer, 

Accounts and Finance Member, Technical Member , 
Haryana State Elecy . Board , Haryana State Elecy . Board , Haryana State Elecy . Board , 
Chandigarh . Chandigarh 

Chandigarh . 


Chairman ,Haryans Elecy . 
Haryana State Elecy . Board 
Chandigarh . 
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SUBSIDIARY STATEMENT VII 


STATEMENT OF CAPITAL EXPENDITURE FOR THE YEAR ENDING 31-3-69 

Relating to Works not covered under any Project 


Retirement during the year 


Balance at 
jhe end of 


Remark 


S. 
No. 


Particulars 


Sold 


the year 


Balance at the 

Additions 
beginning of the during the 
year 

year 


Transfer- Expeases 
red due written 
to assets off 
ccasing 

to be 
available 


for use 


1 


2 


3 


4 


5 


6 


7 


8 


9 


A. INTANGIBLE ASSETS 


1. Fees and expenses for the 
formation of the Board 


2. Office expenses incidental to 
organising the Board 
3. Discount on Stocks , Bonds 
etc , issued 


4. Expenses incurred on raising 
finances 


5. Other expenses , e.g. (conver 
sions) 


Total (atangible Assets 


B. HYDRAULIC POWER PLANT 


1. Land and Rights 


.. 


2. Buildings and civil engineering 
works containing generating plant 
and equipment 


3. Hydraulic works forming part 
of a hydro -clectric system includ- ) 
ing 


. 


e 


(i) Dams spillways, weirs , 

canals , reinforced concerete 

flumes and syphons 
( ii ) Reinforced concrete pipe lines 

and surge tanks, stcel pipe lines, 
sluice gates, steel surge tanks , 
hydraulic control valves and 
other hydraulic works 


4. Water wheels, generators and 
ancillary cquipment including 
plant foundations 


cable 


3. Switchgear including 
connections 


. 


.. 


+ 


. 


.. 


.. 


.. 


6. Lightening Arrestors 
7. Miscellaneous power plant 
equipment 
8. Other civil works (to be speci- .: 
fied ) - 
(i) Other items 


(ii) Roads and Railway Sidings 


Total Hydraulic Power Plant 


E 
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2 


S 


6 


7 


8 


9 


C. STEAM POWER PLANT 


1. Land and Rights 


. 


2. Buildings and civil engincering 
works containing generating plant 
and equipment 
3. Boiler plant and equipıncıt 
including plant foundations 


4. Engines, Turbines, Generators 
and ancillary equipment includ 
ing plant foundations 


. 


5. Water cooling system CD 
prising cooling towers and circu 
lating water systems 


6. Switchgear including cable 
connections 


7. Lightening Arrestors 
8. Miscellancous power plant 

equipment 
9. Other civil works (te he 
specitied ) 


Total Steam Power Plant 


D. INTERNAL COMBUSTION 

POWER PLANT 


1. Land and Rights : 


.. 


.. 


2. Buildings and civil engineering 
works containing generating plant 
and equipment 
3. Engines, generators and ancil 
lary cquipment including plant 
foundations 


.. 


4. Water cooling system com 
prising cooling towers and circu . 
lating water systems 


5. Switchgear including cable 
connections 


.. 


6. Lightening Arrestors 
7. Miscellaneous power 
equipment 


plant 


8. Other civil Works ( to he 
Specificd ) 


Total Internal Combustion Power 

Plant 


E. TRANSMISSION PLANT (HIGH 

OR EXTRA HIGH VOLTAGE) 


1. Land and Righis 


Con 


2. Buildings and structures includ 

ing civil engineering works 
taining trapsinission plant and 
cquipment 


2,61,745 


2,61,745 


3. Substation transformers , 
transformer kiosks, substation 
equipment and other fixed ap 
paratus including plant founda. 
tions 


994 


HARYANA GOVT GAZ ., NOV . 10 , 1970 (KRTK , 19 , 1892 SAKA ) 


( PART 1 


1 


2 


3 


4 


5 


6 


7 


8 


- 


- 


u 


(1) Transformers including 

foundations having a rating of 
100 kilovolts amperes and 
Over 


.. 


( ii ) Others 


4. Switchgear including cable 

Connection 


1,30,476 


1 ,,10,476 


5. Synchronous condensers 


.. 


6. Towers , Poles , Fixtures, over 
head conductors and devices 


(i) Lines on fabricated steel 1 

supports operating at nominal i 
voltages higher than 66 kilo 
volts 


1 


14,639 


14,639 


(ii) Lincs un steel or reinforced 

concrete supports operating at 
nominal voltage higher than 
13.2 kilovolts but not exceed . 
ing 66 kilovolts 


(üi) Other lines on stcel or 
re 

inforced concrete supports 


(iv ) Lines on wood supports 
7. (i) Under ground cables and 

devices ineluding joint boxes 
and disconnecting boxes 


.. 


( ii ) Cable Duct System 
8. Other works (to be specified ) 


1,254 


1,254 


TotalTransmission Plant 


4,08,114 


4,08,114 


. 


F. DISTRIBUTION PLANT (HIGH 

VOLTAGE ) 


1. Land and Rights 


2. Buildings and structures , in 
cluding civil engineering works 
containing distribution plantand 
cquipment 


3. Substation transformers , 
transformer kiosks , substation 
equipment and other fixed ap 
paratus including plant foundii . 
tions 


(i) Transformers including ] 

foundtions having a rating of 
100 kilovolts amperes and over 


.. 


(ü ) Others 


4. Switchgear including cable 
connections 


S. Towers, Poles, Fixtures , over 
head conductors and devices - 


2 


(1) Lines on steel or reinforced 

concreto supports operating at 1 
nominal voltages higher than 
13.2 kilovolts 


re 


( ii ) Other lines on steel or 

inforced concrete supports 


(ii) Lines on wood supports 
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1 


2 


3 


$ 


6 


7 


9 


6. Lightening Arrestors 


7. Synchronous condensors 


8. (0) Underground cables and 
devices including joint buxcs and 
disconitecting boxes 
(a ) Cuble Duct Syolulit 


9. Service lines 


10. Metering equipment 


Total Distribution Plant (H.V.) 


(MEDIUM AND LOW VOLTAGE ) 


1. Land an Rights 


2. Buildings anu structures in . 
cluding civil engineering works 
containing distribution plant and 
equipment 


3. Substation iritnsformers , 

transformer kiosks , substation 
cquipment and other fixed ap). 
paratus including plant foundit 
tions 


7 


(1) Transformers including 

foundations having a ruting vf 
100 kilsvolts ampures and over 


( ) Others 


4. Switchgur including cable 
connections 


5. Towers , Polcs, Fixtures, over 
head conductors and devices 


(i) Lines on steel or reinforced 

concrete supports 


. 


. 


( it ) Lines on wood supports 


6. Lightening Arrestors 
7. ( ) Underground cables and 

devic s inlcuding joint boxes 
and disconnecting bores 


(ii) Cable Duct Systeil 


8. Service lines 


9. Metering equipment 


Total Distribution Plant (M. & 
L.V.) 


H. PUBLIC LIGHTING 


1. Street and Signal Ligliting 
Systen 


1. GENERAL EQUIPMENT (NOI 
ALLOCATED TO OTHER SUB 

HEADS ) 


1. Land and Rights 
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1 


2 


3 


$ 


6 


7 


8 


9 


2. Buildings and structures 
3 , Office furniture and equipment 


88,524 


88,524 


4. Transportation equipment 
5. Labortory and meter testing 

equipment 
6. Workshop plant and equip 

ment 
7 , Tools and works equipment, 


. 


6,656 


6,656 


8. Communication equipment 
9. Miscellancous equipment 
10. Other works (to be specified ) 


Total General Equipment 


95,180 


95,150 


K. WIRING AND SALES 


1. Land and Rights 


2. Buildings and structures 


3. Office furniture and equipment 


4. Show -room equipment 


5. Demonstration equipment 


Total of Wiring and Sales 


L , MANUFACTURE OF ELECTRICAL 

PLANT 


1. Land and Rights 


2. Buildings and structures 


3. Office furniture and equipment 
4. Tools and equipment 


Total of Manufacture of Electri 
cal Plant 


Total of Capital Assets in use 


5,03,294 


5,03,294 


Note -- Capital expenditure on items F - 9 and G - 8 should include contribution made by consumers towards service line charges . 


( Sd) . JIA LAL JAIN , 

Chief Accounts Officer , 
Haryana State Elecy . Board , 
Chandigarh , 


( Sd ). S.R. SUBRAHMANYAN , (Sd.) M.L , KHANNA, 
Accounts & Finance Member, Technical Member , 

Haryana State Elecy . Board , Haryana State Elecy . Board , 
Chandigarh 

Chandigarh . 


(Sd ). P.N , SAHNI, 

Chairman , 
Haryana State Elecy . Board , 
Chandigarh . 


is 
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SUBSIDIARY 


STATEMENT OF PROVISIONS FOR DEPRECIATION 


Additions during 


Depreciation of Assets in groups as in the 

Statement VII 


Balance of a ccrued Balance of arrears Interest @ 3 % 
Depreciation B / F ofDepreciationB / F p.a. on the balance 
from last account from last account at the beginning 

of the year under 
Sec . 69(2 ) of the 
E (5) Act, 

1948 


Depreciation 

provision for 
the year of 
account 


1 


2 


3 


4 


5 


F 


R : 


R 


RS 


RS 


A. Hydraulic Power Plant 


3,07,44,681 


36,58,060 


D. Steam Power Plant 


15,44,846 


9,51,019 


C. Internal Combustion Power Planı 


9,16,236 


1,81,480 


D. Transmission Plant (H. & E.H.V.) 


1,78,64,723 


29,32.161 


E Distribution Plant (H.V.) 


29,62,673 


16,20,717 


2.87,38,798 


66,89,280 


1,42,580 


42,539 


P. Distribution Plant (M. & L.V.) 
G. Public Lighting Equipment 
H. General Assets and Equipment 
1. Wiring and Sales Equipment 
J. Equipment relating to manufacture of Electrical 

Plant 


28,88,922 


.. 


13,26,470 


12 


Total Depreciation 


8,31,03,459 


1,74,01,738 


ABSTRACT DURING THE YEAR 


Depreciation as per col. 5 


RS 
1,74,078 


Share of Rajasthan 


14,56,784 


Net Total 


1,59,44,954 


(sd). JIA LAL JAIN , 

Chief Accounts Officer , 
Haryana State Elecy Board , 
Chandigarh . 


(sd ). S. R. SUBRAHMANYAN , 

Accounts and Finance Member. 
Haryana State Elecy . Board , 
Chandigarh . 
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STATEMENT VIII 


FOR THE YEAR ENDING 31-3-1969 


the year of account 


Share of Rajasthan Net share of 

Haryana State 
Elecy . Board 


Remarks 


Withdrawals Balance of accrued 
during the year of dep clo to the 
account ( Purpose next alc 
to be indicated 
in the Remarks 

Col.) 


Arrears of depre 
ciation provisions 
for the year of 

account 


Total 


6 


7 


X 


9 


10 


11 


12 


RS 


Rs 


R 


R 


RS 


Rs 


3,44,02,741 


2,92,49,838 


51,52,903 
( - )8,220 


24,95,865 


24,95,865 


3,97,716 


3,97,716 


2,07,96,884 


23,28,698 


1,84,68,186 


45,83,390 


45,83,390 


3,54,28,078 


3,54,28,078 


1,85,119 


( - ) 34,463 


2,19,582 


42,15,392 


2,56,826 

8,220 


39,58,566 


12 


25 


10,23,05,197 


77,03,951 


9,48,01,246 


1Sd ), M , L. KHANNA , 

Technical Member , 
Haryana State Elecy . Board , 
Chandigarh 


(Sd ), P. N. SAHNI, 

Chairman , 
Haryana Stale Elecy . Board , 
Chandigarh 
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SUBSIDIARY STATEMENT IX 


STATEMENT SHOWING WRITTEN DOWN COST OF FIXED ASSETS NOT IN USE ON ACCOUNT OF OBSOLESCENCE , 
INADEQUACY , SUPERFLUITY ETC., AND ON WHICH NO FURTHER DEPRECIATION SHALL BE ALIOWFD 

AS A CHARGE ON THE REVENUE FOR THE YEAR ENDING 31ST MARCH , 1969 


Particulars of 
asse is trans 

ferred 


Balance of Written down Written down Amount realised Loss on sale of Profit on sale of 
written down cost of assets cost of assets from the sale of obsolete elc . obsolete etc. 
cost of assets transferred sold during obsolcte etc. assets during assets during 
at the begin to the register 

assets during the year trans the year tranjo 
ning of the of obsolete 

the Year 

ferred to Gene- ferred to Gene 
year assets during 

ral Reserve ral Reserve 

( Subsidiary (Subsidiary 
Siatement -- V ) Statement - V } 


the year 


Bulance ui 
written down 
cost of assets 
at the end of the 
year ( coluinn 

3- Col. 4 ) 


the year 


2 


3 


4 


5 


6 


? 


RS 


RS 


ks 


Ry 


RS 


RS 


R. 


R : 


Nit 


( Sd ). JIA LAL JAIN . 

Chief Accounts Officer , 
Haryana State Elecy Board ., 

Chandigarh . 


(Sd ). S.R. SUBRAHMANYAN , 

Accounts & Finance Member, 
Haryana State Elecy . Roard , 

Chandigarh , 


(Sd). M.L. KHANNA , 

Technical Member , 
Harayana State Elecy . Board , 

Chandigarh 


( Sid . P.N. SAHNI, 

Chairman , 
Haryana Slate Elecy . Board , 

Chandigarh . 
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SUBSIDIARY STATEMENT X 


STATEMENT APPORTIONING EXPBNSES OF RATES AND TAXES GENERAL ESTABLISHMENT 
AND ADMINISTRATION TO MAJOR HEADS OF REVENUE ACCOUNT 

FOR THE YEAR 1968-69 
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[PRTAL 


SUBSIDIARY 


STATEMENT APPORTIONING EXPENSES OF RATES AND TAXES GENERAL 


Net som 


_ 


Suriat 

No. 


Particulars of expenses 


Year 


Gross amount 

Rs 


Less charged to 

Capital 


Amount 

Rs 


2 


3 


5 


1 Rates and taxe : 


Previous 


Current 
Previous 


2 General Establishment charges 
(a ) Proportion of salarics allowances etc. of 

generaloffice , cxecutives etc. 
( b ) Other general office salaries, wages gratuities 

etc. of staff 


Current 
Previous 


(c ) Travelling and other expenses of office and 

Staff 


Current 
Previous 


Current 


(d ) Rent and way leaves 


( e ) Gencral office supplies and expenditure 
(0 ) Printing and Stationery 


Previous 


Current 
Previous 


ni Pustaso telegrants and tclephone 


Current 
Previous 


96,95,889 


33,52,154 


63,43,735 


(iii) Transport 


. 


1,74.91,992 


73.72.392 


Current 
Previous 


1.01,19,600 


(iv) Repairs and maintenance ofoffice buildings 

staff quarters , furniture and fixtures applia 
Dots etc. 


Current 


(V ) Dopreciadvu va ottice and General buildings , 

furnitures, staff quarters, office applanoes 
etc. fit a tocated to other subheads vide 
Subsidiary Statement V 


Previous 


( f) Audit charges 


Current 
Previous 


(g ) Logal expenses 


Current 
Previous 


b ) Lasurance 


Current 
Previous 


( i) Interest on Provident Fund and contribution 

to stat provident pension fund etc. 


Current 
Previous 


(k ) Bad debts written of 


Current 
Previous 


(1) Other items to be specified 


Current 


3 Administration cxpenses 

(a ) Members remuneration 


Previous 


92,105 


53,978 


38,127 


Current 
Previous 


89,448 
19,660 


37,700 
11,522 


51,748 

8,138 


(6 ) Mombers travelling and other expenses 


21,084 


8.886 


12,198 


Current 
Previous 


4 Interest on consumers security deposit 


Current 
Previous 


Other special itemsto be specified 


M. 


Current 
Provious 


98,07,654 


34,17,654 


63,90,000 


Total 


Current 


1,76,02,524 


74,18,978 


1,01,83,546 
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STATEMENT X 


ESTABLISHMENTAND ADMINISTRATION TO MAIOR HEADSOF REVENUE ACCOUNT 


FOR THE YEAR 1968-69 


B 


C 


apportioned 


Hydro Power Sation 


Steam Poner Generation 


Internal Combust on Generation 


P. per KWH 

sold 


Amount 
Rs 


P. per KWH 
1. Sent out 
2. Sold out 


Amount 

R 


P. per KWH 
1. Sent out 
2. Sold 


Amount 
RS 


P. per KWH 
1. Sent out 
2. Sold 


7 


10 


12 


13 


0.49150 /0-5328 


7.45.667 0.0577 /0.0626 


1,51,072 


0.271 /0 295 


38.329 


W296 ) ( 0822 


653,783 


6.96.125 


-0451.054 


2.79.618 


0181.022 


34.133 


002 / .003 


0.002950.0032 


6,133 


0.0005 /0.000 


5,232 


0.0004,0.0004 


398 


0.00005100005 


451 


003/004 
0.0001 /0 01001 


6,852 
1,308 


-0004 ! .000 $ 
on0010 :0001 


00003/ -00003 
0 0001 0.0001 


2,493 

128 


0002/0002 
FM7001 : 0000 


008 / 01XK ) 


11,615 


0001 !ONOI 


OXXTI: 000101 


988 


-00004! 1000 $ 


:. 


0.49508/0-5367 


7,33,108 


0.583 /0 · 0632 


3,57,421 


0.027610 0300 


34,055 


00302 / .00328 


.6581.788 


7.04,592 


0451.054 


2,80,175 


U14.022 


37,214 


002 / .003 
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SUBSIDIARY 
STATEMENT APPORTIONING EXPENSES OF RATES & TAXES GENERAL 

REVENUE ACCOUNT 


E 


F 


Transmission 


Distribation High 


Serial 

No. 


Particulars of Expenses 


Year 


Aniount 

Rs 


P , Per KWH 
1. Seat out 
2. Sold 


Aviount 

RS 


3 


14 


15 


16 


1 


Previous 
Rates and taxes 

Current 
? Goneral Establishment charges 

Previous 
(a ) Propertics ofslarics, allowances , etc. of 
General offico , oxecutives, etc. 

Current 
( ) Other general office salaries , wages, gratuities Previous 
etc. of staff 

Custoot 
(c ) Travelling and other cxpenses of office and Previous 
staff 

( rent 
( d ) Rent and way leavrs 
(c ) General office supplies and expenditure 
(i) Printing and Stationery 

Previous 


Current 
Previous 


lii ) Postage telcams and telephones 


Current 
Previous 


( iii) Transport 


1,81,242 


01404/ -01523 


14.76,069 


4,77,449 


-031 / .037 


28.58,517 


Current 
Previous 


Current 


(iv ) Repairs and Maintenance of office build 

ings staff quarters , furniture and fixtures 

appliances, etc. 
(v ) Depreciation on oltice and General build 

ings , furniture , staff quarters , office appli 
ances, etc., not allocated to other sub -heads 
vid Subsidiary Statement V 


Previous 


( 1) Audit charges 


( urrent 
Previous 


( ) Legale pene 


Current 
Previous 


( h ) Insurance 


Current 
Previous 


( 1) Interest on Provident Fund and contribution 

to staff provident pension fund etc. 
(k ) Bad debts written off 


Current 
Previous 


Current 
Previous 


(1) Other items to be specificid 


Current 


} Administrative expenses 

(a ) Members remuneration 


Previous 


1,757 


00013 , 00014 


7,165 


Current 


3,447 


10,524 


-00021-0003 
-00003/00004 


(b ) Membars travelling and other expenses 


Previous 


375 


1,529 


812 


000051-00006 


2.481 


Current 
Previous 


+ Interest on consumers security deposit 


Other special items to he nccified 


Current 
Previous 


Current 
Previous 


1,83,374 


014201-01542 


14,84,763 


Total 


Current 


4.81.708 


031 / 037 


23,71,542 


( S ). JIS 1.4L JAIN , 

Cbiet Accounts Oficer, 
Haryana State Elecy . Board , 
Chandigarh . 


(Sd ). S. R.SUBRAHMANYAN , 

Accounts & Finance Member , 
Haryana State Elecy . Board , 

Chandigarh . 
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STATEMENT X - concka . 
ESTABLISHMENT AND ADMINISTRATION TO MAJOR HEADS ON: 
FOR THE YEAR 1868-69 


H 


1 


Voltage 


Public Lighting 


Distribution Medium and Lom 

Voltage 


Coosumer Servicing accounting etc. 


1 


P. Per KWHA 

1. Sent out 
7. Sold 


Amount 
Rs 


P. Per KWH 
1. Scnt out 
2. Sila 


Amount 

Rs 


P. Put KWH 
1. Serile! 
2. SC 


Amunt 

Rs 


P. Per KWH 
1. Sent cut 
2. Sold 


17 


18 


19 


20 


22 


2.1 


18.946120538 


13,339 


-00563 0010 


-114.161.12395 


24,45,310 


10,12,707 


(18001/ 08673 


-2871 344 


44,48,651 


1,11,570 


007. (X ) 4 


1927-183 


17,13,517 


11/133 


356 


-00055 , 10062 


00092 ; ( 07099 


(10002 (10)(X )2 


11,872 


5,014 


.000.0 , 00042 


-001: 002 


448 


000113, ( 10004 


19,846 


-0007 -0008 


-0005 -0006 


7.637 


76 


-0000124.000013 


-10019 , 00021 


00001 10001 


| 2,54 


1,6171 


20008 : C0009 


118 


4,678 


-00021 (M02 


0001: 2004 


00001. (X001 


1. (10) 


0001 ! .0002 


. (X )571 : Naty 


24.59,716 


-19057 ; 20659 


015031.12470 


10,18.792 


18048 , 08724 


44,73,175 


289 : -346 


1,12,186 


( X )7-1XX9 


-147 183 


• 1111 :133 


3.5811 
17,19,373 


17,22,954 


( Sd ). M.L. KHANNA , 

Technical Member, 
Haryana State Elecy . Beare , 
Chandigarh 


(Sd ). P. N SAHNI, 

Chairman , 
Harvina State Fkcy . Bard . 
Chandigarh . 
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SUBSIDIARY STATEMENT XI 


SUMMARY TECHNICAL PARTICULARS FOR THE YEAR ENDING 31ST MARCH , 1969 


PARTICULARS 


Corresponding figures 
of the previous 

year 


Figures for the 

Current 
year 


1 


2 


3 


1967-68 


1. Year of working 


1968-69 


8,592 2. Area of supply in square K.Ms. 

(Approximate ) 


10,083 


31,92,450 3. Population in the area supply 


35,09,739 


4. Installed Capacity 


(a ) Generating plant excluding retired plant 


10,84,500 


(i ) Hydraulic 


K.W. 


24,200 


(ii) Steana 


K.W. 


24,200 


5,225 


(iii) Internal Coinbustion 


K.W. 


15,225 


11,13,925 


Total 


K.W. 


29,425 


N.A. 


K.W.A. 


N.A. 


(b ) Receiving Slation Transformers 
S. Normal Maximum demand on the system 


M.W. 


201 


6. K.W.H. Generated 


(i) Hydraulic 


K.W.H. 


2,06,11,650 


(ii) Steam 


K.W.H. 


1,13.83,460 


6,02,656 


(ii) Internal Combustion 


K.W.H. 


3,03,156 


2,12,14,306 


Total 


K.W.H. 


1,16,86,616 


13,33,195 


90,82,24,443 


29,30,597 7. K.W.H. used for generating station auxiliaries 
58,30,05,496 8. K.W.H. purchased from other Agencies 
60,12,89,205 9. K.W.H. available for sale 6–7 plus 8 

10. K.W.H.suppplied free if any to officers and staff 


91,85,77,864 


3,92,436 11. K.W.H , supplied free if any to offices and canteen etc. 


8,12,197 


50,12,08,119 12. K.W.H.sold 


66,16,16,962 
25,61.48,705 


9,96,88,650 13. K.W.H. unaccounted for 9–10 plus 11 plus 12 Segregated as 

under 


(i) Transformation loss 


(ii) Transmission loss 


(iii ) Distribution loss 


14. Fuel 


13,810 


(a ) (i) Coal cunsumed in Tones 


7,998 


NA. 


(ii) Acvrage calorific valuc per Lb. of coal and/or furnace oil 


N.A. 


consumed 


N.A. 


( iii ) Average cost of coal and /or furnace oil per Ton 


N.A. 


11,91,499 


(b ) (i) Oil consumed in litres 


3,63,679 
N.A. 


N.A. 


(ii) Averag : calorific value per Lb. of oil consumed 


Part 1] 


HARYANA GOVT GAZ . NOV . 10. 1970 (KRTK . 19 , 


1892 SAKA ) 


1007 


MAX 


بيا 


NA, 


(111) Average cost evil per lon 


N.A. 


Included under 14 (h ) 


15. Lubricating oil 

(a ) Quantity consumed gallery 


( b ) Average cost per gallon 


No. of 
Consumers 


16. Consumers No. 

Connette luad K.W. 


Connected 
load in K.W. 


No , on 
Consumers 


Connected 
load in K.W. 


2,48,227 


63,249 


(a ) Dystic or Residential 


2,80,376 


73,115 


62,826 


24 193 


(b ) Commercial 


67,326 


28,488 


( c ) Industrial 


10,554 


1,30,601 


(i) 1..w and medium Voltage 


12,377 


1,51,816 


157 


91,017 


(ii) High and /or extra high voltage 


231 


1,14,410 


27,589 


1,29,832 


(d ) Agricultural 


45,370 


2,17,152 


201 


1,202 


(e ) Public lighting 


222 


1,297 


21 


6,604 


(f ) Bulk 


28 


9,695 


3,49,575 


4,46,698 


TOTAL 


4,05,930 


5,95,973 


Sd , JIA LAL JAIN , 


Chief Accounts Officer, 
Haryana State Electricity Board , 
Chandigarh . 


Sd . S.R. SUBRAHMANYAN , 

Accounts and Finance Member , 
Haryana State Electricity Board , 
Chandigarh , 


Sd, M.L. KHANNA , 


S.d. P.N. SAHNI, 


Technical Member , 
Haryana State Electricity Board , 
Chandigarh 


Chairman , 
Haryana State Electricity Board , 
Chandigarh 
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AUDIT COMMENTS ON THE ANNUAL ACCOUNT OF THE HARYANA STATE ELECTRICITY 

BOARD FOR THE YEAR 1968-69 


This is the second annual account of the Haryana State Electricity Board , The first account of the 
Haryana State Electricity Board was prepared for the period from 3rd May, 1967 to 31st March , 1968 after its 
formation consequent upon reorganisation of the erstwhile Punjab State Electricity Board on 3rd May, 1967. 
As mentioned in the Audit Report on the last year s account, the account of the composite Punjab State Electricity 
Board from 1st April, 1967 to 2nd May, 1967 had not been prepared and, therefore, opening balance based upon 
its account for the year ended 31st March , 1967 were adopted in Haryana State Electricity Board s first annual 
account. The account for the period ist April, 1967 to 2nd May , 1967 has still not heen completed and audited 
but proportionate share of H.S.E.B. amounting to Rs 3,54,45,524 in only the capital expenditure relating to this 
period has been included in the opening balance in the Balance -sheet . Necessary entries in this behalf have not 
been passed through the books of account. 


II . BALANCE -SHEET 
1. CAPITAL /LOAN 


(a ) The amount of dollar loan has been taken in the Balance -sheet less by Rs 5,97,802 than that booked 
by the Accountant-General. Ofthis, a sum of Rs 3,25,707 has been credited under the head SA - XVII- Misc . 
Deposits whereas the balance of Rs 2,72,095 has been altogether committed to be taken into account. 

(b ) Capital Receipts amounting to Rs 28,69,907 incorporated in account during the year under the 
head " Other Capital" in statement of Capital Raised include Rs 9,93,079 on account of the profit made on storage 
manufacture account of vehicles, etc., which should have been adjusted as reduction of capital expenditure instead 
of being added to the capital. 


2. FIXED ASSETS 


Property Plant Register showing details of various fixed and other assets had not been maintained 
for the articles of Plant und Machinery Physically , verified in the Divisions since date of their formation . 

The Tools and Plant Returns are required the submitted to the Chief Accounts Officer by the Divi. 
sional Offices annually, 237 Tols and Piant Returns due to the Chief Accounts Officer from 23 Divisional Offices 
for the period April , 1961 to March , 19 ( 8 had not be submitted till the end of March , 1969 , 

The physical existence of fixed assets, tools and plant, machinery etc., could not, there fore, he ensured 
nor could it be checked that losses and shortages had been correctly reported and investigated . 


3. STORES 


(a ) The value of the stores appearing in the Accounts could not be reconciled with values appearing in 
the detailed stock register as the latter have mostly not been closed for several years, checked and reconciled . 
The closing balance of stock as per records ofall stock -holding divisions except one the opening and closing 
balance in which had not been worked out amount to Rs 6,98,96,353 whereas it is exhibited at Rs 8,82,71,841 
in the Balance -Sheet , 


( b ) The value of stores include an amount of Rs 1,21,30,315 paid in advance to the suppliers, the material 
against which had not been taken on charge upto end of year 1968-69 . Yeur - wisc break up of the balances of 
advance outstanding against suppliers was notavailable . 

(c) Stores of value of Rs 7,30,03,428 are hypothecated with the Banks against cash credit facility of 
amount aggregating R : 471 lács allowed by then , 

(d ) Surpluses and shortages of stores valuing Rs 111 lakh and Rs 1.56 lakh respectively were detected 
as it result of physical verification of 37 stores out of total number of 113 stores of the Board . Of these 
surpluses valued at Rs 1.03 lakh and shortages valued at Rs 1.42 lakh , as also surpluses valuing Rs 0.27 
lakh and shortages of Rs 0.10 lakh pointed out in audit report on the accounts of the Board tor the year 1967-68 
had not been adjusted in the accounts for 1968-69 . 

(c ) Under the Head of Account" Transfer vi stock within Division " which incorporate the unadjusted 
cost of stores transferred by one sub -division to another sub-division within the same Division , sums aggregating 
R $ 34,94,090 and (- ) Rs 8,86,557 have been outstanding to thi end of the year 1968-69 unless these cutstandings 
are adjusted , it cannot he said that all material shown to have been transferred from one sub -division to another 
sub -division had been actually transferred by the former and properly accounted for by the latter . 


4. OUTSTANDING DEBTORS 


The amount outstanding debtors of the Board as on 31st March , 1969 was Rs 8.36,98,201 (Debtors for 
Elevtricity supplied Rs 77.04.483 Misc . Advanas Rs 1,78,21.252 accounts Receiveable Rs 5,81,72,466 ). The 
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1:14 outstandings are mainly attributable to delay in realisation from Government parties. As Eguinst this , the 
Board hid an overdraft which was Rs 3.22 crores on 31st March , 1969 and on which interest of Rs 13.60 lakh 
: d to be paid . 

Acceptances of the balances shown outstanding against the various parties as on 31stMarch , 1969 have 
not yet been obtained . 


HT 


5. REMITTANCES INTO BANK 


The amount stated to have been remitted into the Bank but not accepted by the Bank up to 31st March , 
469 R $ 38,50,381 as against Rs 27,95,131 upto the end of the previous year . 


6. INVESTMENTS OF THE BOARD 


(a ) Against a sum of Rs 98,14 lakhs in the Loan Redemption Fund , the totalamount of investment 
carmarked was Rs 17,99 lakhs in Government securities and Rs 35.70 lakhs in Fixed Deposit Receipts. These 
too have been pledged fully with the State Bank of India against cash credit facilities , 

( b ) As against net cre dit balance ofRs 16,64,376 under Employees Provident Fund , a sum of Rs 11,81,850 
only had been invested till the end of the year 1968-69 . 


7. MISCELLANEOUS ADVANCES/DEPOSITS 


While the details of figures of opening balances of assets and liabilities adopted as on the date of form 
tion of the Haryana State Electricity Board are stated to be still awaited from thc Punjab State Electricity Board 
and the discrepancies in the figures relating to the year 1967-68 (2nd May, 1967 to 31st March , 1968 ) pointed out 
il the Audit Report on the Buard s account for that year have yetnot been reconciled , the details of the figures 
of zum of the assets and liabilities for the year 1968-69 also do not work upto the totals as appearing in the 
Balance -sheet. The difference amount to Debit ( + ) Rs 17,15,400 and Credit ( + ) Rs 19,06,651 

( - ) Rs 8,03,261 

( + ) Rs 1,34,82,736 


These are stated to be under reconciliation . 


I REVENUE ACCOUNT 


1. Mention was made in the Audit Report on the Annual Account of the Board for the year 
1967-63 of certain items not taken into account in the Revenue Account of that year. The same irregularitios 
are douced in tho Account for the your 1968-69 also as indicated below : 


Account Rs. 


Rs. 


21,57,011 


Under charging of depreciation as a result of non -provisioning 
of compound interest on HSEB s sharc in balance of deprecia 
tion Revenue Fund accumulated upto the period prior to 
change over from Annuity method to straight linc method 

of Depreciation . 
b Revenue Expendituro wrongly charged to capital accounting 

bead . 


64,72 


18,334 


o Amount written off from Deferred Revenue Expenditure 

acid wrongly debited to suspense Accounting Head instead 
of profit and loss account. 


Total 


22,39,417 


2. A sum of Rs 25,07,949 has been taken credit of as revenue on account of 40a /c share of H.S.E.B. 
sin the builunce amount of the cost of energy which was supplied by B.M.B. and remained to be recovered upto 
the period ending 314 March , 1969 from the Chandigarh Union Territory and Himachal Pradesh . Neither 
OS Any credit in this behelf out actually given by the B.M.B. so far ( September , 1969) nor was any authority 
from B.M.8 . justifying the credit produced . 

3. No provision bra buon meds in regard to interest on ; 


(1) Anears of interest and principal amount of Loan payable to State Government. 


-- 
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ii) Arrears of interest and principal amount of Dollar loan payable to Central Government, 
( iii) Rs 3,54,45,524 included in account under " Fixed Assets " . 


This increase pertains to the period 1st April, 1967 to 2nd May, 1967, but only the assets have been 
increased without a corresponding increase in the capital liability, pending receipt of the complete accounts for 
the period as also referred to in para 1 above . 

4. Interest aggregating Rs 26,99,571 on overdraft/loans obtained from Banks, Life Insurance Cor 
poration ofIndia etc., has been charged to Net Revenue and Appropriation Account instead of the consolidated 
Revenue Account resulting in inflation of amount of the surplus carried over from the Consolidated Revenue 
Account to Net Revenue Appropriation Account. 


IV . 


GENERAL 


1. No financial adjustments on account of units used more or less than the proportionate share 
in (Hydraulic) units left after meeting the demand of common Pool Consumers is being carried out between the 
Haryana and Punjab State Electricity Boards. It was sated that B.M.B.bas not yet decided the issue. 

2. Out of 91,85,71,864 units of energy generated lobtained from B.M.B. by the H.S.E.B. during the 
year 1968-69, 66,24,29,159 units were actually sold. The loss in transmission a distribution works out to 27.8 % 
in 1968-69 as against 18.6 % in the year 1967-68. 

3. Mention was made in the Audit Report on the Annual Account of the Board for the preceding year 
that 4 per cent per annum interest to be paid on cash security deposits of consumers of Rs 50 and above had not 
been provided for in the account. No liability on this score has been provided for in this year s account either 
resulting in inflation of profit. 

4. Credit amount of Rs 1,43,26,864 and debit amount of Rs 14,69,908 adopted as opening balances 
under the head unjusted items of old classification " on the formation of the Board have been outstanding 
since then , 


5. The details of the postings in registers of works do not work out to the figures appearing in the 
Accounts in several cases. The vouchers/ transfer entries and other documents in support ofcharges aggregating 
Rs 4.08,178 and receipts amounting to Rs. 2,65,397 were not made available during the test check of 
classification . 


6. Several cases were noticed of misclassification ofexpenditure and receipts amounting to Rs 12,66,540 
(Dr.) and Rs 9,89,609 (Cr.) in this year s accounts, 


Sd . (A. C. BOSE ), 


Accountant-General, Haryana , 


